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Rema Elects Vallee President; 
138 Spaces Taken For ‘41 Show 


Members Get Reports of 
RSES-Relations and 
Other Committees 


By Phil B. Redeker 


CHICAGO—Members of the Re- 
frigeration Equipment Manufacturers 
Association meeting last Thursday 
and Friday at the Edgewater Beach 
hotel here debated long and seriously 
sales and trade problems of the 
industry, elected new officers, and 
made the initial drawing for exhibit 
spaces at the 1941 All-Industry 
Refrigeration & Air Conditioning 
Exhibition to be held next Jan. 13-16. 

E. A. Vallee of Automatic Prod- 
ucts Co. was elected president of 
Rema; W. C. Allen of Modern Equip- 
ment Corp. was elected vice presi- 
dent; and R. H. Luscombe of Penn 
Switch Co. is the new secretary- 
treasurer. R. M. McClure of the 
firm of Ortman, McClure & Hadden 
is again the executive secretary of 
the association. New members of 
the board of directors are E. J. 
Tweed, Dole Refrigerating Co.; A. 
B. Schellenberg, Alco Valve Co.; and 
M. W. Knight, Peerless of America. 

The association is now operating 
with a purposely “streamlined” board 
of directors, the number of members 
now being nine instead of 13. 

In the drawing for exhibit spaces 
participated in by both members 
and non-members on Friday after- 
noon a total of 138 spaces were 
assigned for the show, it was an- 
nounced by Mr. McClure, who will 
again be exhibit manager, working 
with Mr. Knight who is chairman 
of Rema’s exhibition committee. 

John Wyllie of the Refrigeration 
Service Engineers Society Relations 
Committee gave a report on the 
matters considered by the joint meet- 
ing of the R.S.E.S.-R.E.M.A. Rela- 
tions Committees on the previous 
day. 

Present at this conference were 
Gordon A. Burns, Toronto, R.S.E.S. 
president; Warren Farr, Cleveland; 
H. T. McDermott, Chicago, R.S.E.S. 


Excerpts from the address by J. 8S. 
Forbes of Superior Valve & Fittings Co., 


retiring president of Rema, will be 
published next week. 
national secretary; and Claude 


Brunton, Huntington, W. Va., past 
president, representing R.S.E.S.; and 
Mr. Wyllie, Mr. Schellenberg, Mr. 
Newcum, and R. M. McClure. repre- 
senting R.E.M.A. together with the 
members of the executive committee 
of R.E.M.A. 

Among the topics discussed was 
the cooperation of R.S.E.S. in hold- 
ing the seventh annual meeting in 
Chicago during the week of the 1941 
All-Industry Show. 

Although the matter is yet to be 
decided by the board of directors of 
R.S.E.S., it was felt that the prospect 
of their selecting Chicago as the 
place and the second week in Janu- 
ary, 1941 as the date for their next 
convention was promising. 

William CC. Allen submitted a 
Progress report on the long-awaited 
results of the study of his Committee 
on Definitions of the functions per- 
formed by the several classes of 
trade to which the parts and supply 
manufacturers sell their products. 

He gave the members a general 
outline of the thinking of the mem- 
bers of his committee and told them 
that the report is now being re- 
drafted and would be submitted by 
mail, he hoped at an early date. 

If manufacturers of refrigeration 
parts and Supplies don’t soon draw 
up Some standards on ratings, sizes, 
Specifications, and other technical 
aspects of their products, the trade 
Will become more confused than the 
innocent bystanders in a “blitzkrieg”’ 
war and will have to put in rubber 
Shelves to carry. their stocks, warned 
(Concluded on Page .2, Column 1) 
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Philadelphia Utility 
Sells Window Units 
On Exclusive Basis 


PHILADELPHIA — Retail sales 
organization of Philadelphia Electric 
Co. has been appointed to handle 
Westinghouse Mobilaire self-contain- 
ed air conditioners exclusively to the 
office and residential field on the 
company’s power lines in Philadel- 
phia. 

The new units were introduced to 
350 of Philadelphia Electric’s execu- 
tives, merchandise managers, super- 
visors, and salesmen at a _ special 
dramatized sales meeting recently. 
An amusing skit was used to high- 
light the suggested method of mak- 
ing a retail sale. 


Speakers on the program included 
J. H. Fisher, district manager of 
Westinghouse Electric Supply Co.; 
Austin Monty, merchandise sales 
manager of Philadelphia Electric 
Co.; E. J. Hegarty of the Westing- 
house merchandise department; S. F. 
Myers, Westinghouse air condition- 
ing and commercial sales develop- 
ment manager; and William Kremer 
of the utility’s merchandise sales 
department. . 


Promotional presentation was 
made by W. R. Mason of the West- 
inghouse advertising department, 
East Springfield, Mass. George Sad- 
ler, advertising director of Time 
magazine, and William Wooley, dis- 
trict representative for Fortune, also 
were on the program. 


N. Y. Edison To Start 
Triple Five’ Drive For 
Trade-Ins June 3 


NEW YORK CITY—First big 
public blast on Consolidated Edison 
Co.’s 1940 spring refrigerator drive 
—the “Triple Five’ campaign fea- 
turing “$5 for your old icebox, $5 
down, and 5 years to pay’—is 
scheduled to be loosed June 3 when 
large-space advertisements will be 
carried in the metropolitan dailies. 


Twelve manufacturers — Crosley, 
Kelvinator, Frigidaire, General Elec- 
tric, Westinghouse, Servel Electro- 
lux, Gibson, Hotpoint, Leonard, 
Norge, Philco, and Stewart-Warner 
—are participating in this successor 
to the utility’s “Old Icebox Roundup” 
of last year. 


These manufacturers, through 
their distributors, will supplement 
the utility’s promotional expendi- 


tures, it is said, by spending about 
a dollar a box for additional adver- 
tising, much of which will probably 


(Concluded on Page 16, Column 3) 


Single ‘Hotel’ Show 
During Housewares 


Mart Is Assured 


CHICAGO—-Dissolution of the Na- 
tional House Furnishing Manufac- 
turers Association in order that its 
membership might be merged with 
that of the House Furnishings Manu- 
facturers Association of America 
was voted last week by the former 
organization in accordance with the 
recommendation of its board of 
directors. 

This action, states William Doherty 
of Queen Mfg. Co., president of the 
dissolving group which has_ been 
holding its annual appliance and 
housewares show at the Stevens hotel 
in conflict with the Palmer House 
show of the surviving organization, 
means that there will be only one 
hotel housewares show here next 
January. 

The 1941 Palmer House show is 
scheduled for the week of Jan. 5. 
Arrangements will be made to ac- 
commodate at this exposition all 
those exhibitors who showed at the 
Stevens last January. 

Although the major appliance 
members of the Stevens group are 
included in the merger of the two 
organizations, no decision has been 
reached as to whether or not appli- 
ances will be displayed at the next 


(Concluded on Page 16, Column 1) 


Int. Harvester Aims 
Refrigeration Line 
At Farm Market 


CHICAGO—In an extension of its 
manufacturing and merchandising 
activities in the refrigeration field— 
an activity begun some five years 
ago—International Harvester Co. is 
placing on the market a line of 
walk-in and reach-in coolers designed 
especially for the rapidly growing 
farm market, and available in either 
electric or gasoline-powered models. 

Complete International Harvester 
refrigeration line now includes, in 
addition to the new units, a line of 
milk coolers, water coolers for com- 
mercial, industrial, and comfort 
cooling applications, beverage cool- 
ers, poultry coolers, and a line of 
condensing units, both air and water 
cooled, in six models ranging from 
% to 1% hp. 

While the new coolers were de- 
veloped primarily for the rural mar- 
ket, they are also expected to find 
a market in commercial fields where 
such combination refrigeration and 
cold storage units are required. 

Harvester walk-in units are being 
made in 10 standard sizes, ranging 
from 110 to 572 cu. ft., with units 
of other sizes available on order. 
Coolers may be equipped to serve 
simply as cold storage units, or with 
quick-freezing compartments for 
storage of meats, fish, poultry, fruits, 


(Concluded on Page 6, Column 1) 


Average Refrigerator Price For 1940 
In Tennessee Cities $116.75 or $143? 


KNOXVILLE, Tenn.—Total of 601 
refrigerators, with an average price 
of $143, were sold by Knoxville 
dealers in April, according to reports 
made to Knoxville Power Board. 
Range sales for the month amounted 
to 223, at an average price of $140. 
Totals for the month were: 


Unit Average 
Sales Price 
Refrigerators ..cccsece 601 $143 
BED avdcnvevedences 223 140 
Water Heaters ....... 127 80 
. | ere 393 77 
errs ees 8 93 
Vacuum Cleaners .... 160 69 
DEE. sy vend vukenkvnas 458 35 
Table Appliances 279 5 
Roasters, Grills ...... 68 4 
Ventilating Systems .. 2 150 
Oil Burners, Stokers.. 39 197 
S ae Siar “ 


CHATTANOOGA, Tenn.—Reflect- 
ing the effect of this year’s “special” 
refrigerator models on retail volume, 
April sales in this territory averaged 
only $116.75 per unit, according to 
reports of dealers to Chattanooga 
Electric Power Board. Sales of 818 
units were reported, a gain of 110% 
over those for the same month of 
last year. 

Dollar volume for all appliance 
sales reached $271,625 in April, 
breaking all local sales records for 
the second consecutive month. Range 
sales, with 308 for the month, showed 
an increase of 288% over April last 
year. Water heater sales reached 
145 units, an increase of 480% over 


(Concluded on Page 16, Column 3) 
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F. M. Cockrell Dies; Founder and 
Publisher of News Lived Full Life 


1857-1940 


F. M. COCKRELL 


* * * 


Policies, Management 
Of News Unchanged 


DETROIT—Policies of the Busi- 
ness News Publishing Co. and AIR 
CONDITIONING & REFRIGERATION NEWS 
will remain unchanged, and_ the 
management of the company and of 
the publication will remain in the 
hands of the trusted lieutenants who 
were trained for their jobs by the 
late F. M. Cockrell, founder of the 
company. 

George F. Taubeneck, editor of 
AIR CONDITIONING & REFRIGERATION 
NEws for the last 10 years, now 
becomes editor and publisher, and 
president of the Business News 
Publishing Co. Mr. Taubeneck’s 
name first appeared on the NEWS 
masthead in June, 1929, as assistant 
editor. He was appointed editor of 
the NEwSs in January, 1931. Later 
he became secretary, and then vice 
president of the Business News 
Publishing Co. He is the third 
largest stockholder in the company. 


Margaret B. Cockrell, secretary of 
the Business News Publishing Co., 
is now the largest stockholder; and 
M. Helen Cockrell, treasurer, is the 
second largest stockholder. Miss 
Cockrell became a full-time worker 
in the company in June, 1938. She 
will continue to devote her energies 
to the job. 

John R. Adams, business manager 
of the News, joined the staff in 
June, 1931, followed two months 
later by Phil B. Redeker, managing 
editor of the NEWS. Both are stock- 
holders. Other stockholders include 
John Belleman, Walter Schuler, and 
Charles Wood, all of whom have 
been members of the NEWS produc- 
tion department for nearly 10 years. 
These five executives and stockhold- 
ers will also continue to devote 
themselves to the company which 
has become their major interest in 
life. 

Other key employes, including R. 
T. “Zeke” Carrithers, advertising 
manager, James B. Smith, assistant 
advertising manager, Theodore T. 
Quinn, assistant editor, and Lola 
Dew, subscription manager, have the 
“go ahead” signal on their various 
and respective projects and responsi- 
bilities. 

In other words, business as usual. 


Sam Mitchell To Manage 
Crosley Car Division 


CINCINNATI— Sam C. Mitchell, 
formerly advertising and sales pro- 
motion manager of Kelvinator, has 
been appointed manager of _ the 
automobile division of Crosley Corp. 


«if 


Made Own Way To 


Success In Varied 
Lines of Endeavor 


DETROIT—F. M. Cockrell, founder 
and publisher of AIR CONDITIONING 
& REFRIGERATION NEWS, and presi- 
dent of the Business News Publish- 
ing Co., died at 10:30 p.m. Sunday, 
May 26, in Grace hospital here. 


His death followed an operation 
May 10 which disclosed a ruptured 
gangrenous appendix. Funeral serv- 
ices will be held at Ft. Madison, 
Iowa, Wednesday afternoon, May 29. 
Burial is to be in a family plot in 
a cemetery given to the city of 
Ft. Madison by Mrs. Cockrell’s 
great-grandfather. 


Francis Marion Cockrell was born 
January 8, 1887, in Norborne, Mis- 
souri, the son of Simon and Angeline 
(Prewett) Cockrell. Both his mother 
and father and his sister, Ava, have 
preceded him in death. 


In 1914 he married Margaret 
Benbow of Ft. Madison, Iowa. To 
this union was born one daughter, 
Helen. Mrs. Cockrell and Helen 
survive him. 

Mr. Cockrell grew up in Marshall, 
Illinois. His father died when Mr. 
Cockrell was but a boy, and heavy 
responsibilities were thrust upon his 
shoulders at an early age. He 
worked very hard all his life, and 
gloried in hard struggles. 


STUDIED MERCHANDISING 
Early lessons in merchandising he 


learned.under the tutelage of Robert 


Prewett, a small-town ~ retailing 
genius whose precepts and practices 
Mr. Cockrell loved to cite and quote. 
The Marshall City Drug Store, of 
which Mr. Prewett was then the 
proprietor, was something of a 


general store for a large farming. 


community, and Mr. Cockrell had 
the opportunity to learn many phases 
of merchandising there, as well as 
to study human nature under a 
master analyst. 

In this store was a rural telephone 
exchange, where Mr. Cockrell gained 
his first knowledge of and interest 
in electricity. From that time on 
his life was connected with some 
phase of electricity. 


ELECTRICAL CONTRACTOR 


He became an expert telephone 
installer, a crew boss, and finally an 
independent’ electrical contractor. 
During this cycle of youthful experi- 
ences he resolved to find his life 
work in the electrical industry. 

Interspersed with sessions of 
teaching school, he studied at the 
University of Illinois, from which 
he received a Bachelor of Science 
degree in electrical engineering in 
June, 1914. 

While at school he was quite 
active. He was a member of Acacia, 
Alpha Delta Sigma, and Theta Nu 
Epsilon fraternities, and as a campus 
politician engineered the election of 
Mark Van Doren to a class presi- 
dency. With Mr. Van Doren (who 
is now world famed as a poet, 
novelist, and anthologist) as editor, 
Mr. Cockrell published the Illinois 
Magazine. 


SUCCESSFUL TEACHER 


He took over this venture when 
it was in virtual bankruptcy, as- 
sumed all the previous debts himself, 
refused to allow the _ university 
authorities any supervision, and in 
a year’s time turned a handsome 
profit on it. In addition, he operated 
a campus boarding house. 

In his school teaching he also 
achieved rapid success, becoming a 
high school superintendent before he 
had received his college degree. It 
was while superintending the high 
school at Dallas City, Illinois, that 
he met Margaret Benbow. After a 


(Concluded on Page 16, Column 1) 
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Problem of Standards Is “Blitzkrieging’ 
Refrigeration Parts Trade, Corcoran Says 


‘Parachute Commercial’ Control Cited To Rema 


As Horrible Example 


(Concluded from Page 1, Column 1) 
Ivan Corcoran of the Square D Co. 
in addressing the Refrigeration 
Equipment Manufacturers Associa- 
tion meeting here last week. 

Pointing out that the subject of 
standards is “broader and deeper 
than a blitzkrieg,” that it covers all 
fronts, Mr. Corcoran declared that 
there was a very sharp desire on 
the part of jobbers particularly for 
standardization in the equipment 
they are selling for manufacturers. 

“Let’s take a look at conditions 
as they exist, with respect to a 
specific product,” said Mr. Corcoran. 
“We'll select controls as an example. 

“The line starts out with a domes- 
tic control, then comes the ‘almost 
a commercial’ control, followed by 
the ‘not quite a commercial’ control, 
after which comes the ‘semi-commer- 
cial’ control which leads to _ the 
‘maybe it’s a commercial’ control, 
the ‘super commercial,’ the ‘whooper 
commercial, and finally the ‘para- 
chute commercial’ control. 

“This ‘parachute commercial’ con- 
trol has the advantage of having 
the element of surprise—which con- 
sists chiefly of having the individual 
Selling it looking at the rating plate 
and then recommending it to do a 
job at twice its rated capacity. 

“The move to get standards,” said 
Mr. Corcoran, “is in need of a 
standardized procedure, not unlike 
that which is common in much 
human behavior. 


“For example,” stated Mr. Cor- 


of Current Conditions 


action on it by the parties involved, 
the idea is developed, and the result 
implied in the suggestion is thus 
attained. 

“In brief,” said Mr. Corcoran, ‘‘the 
following are the necessary steps to 
be taken in developing standards. 

“(1) Find a section or segment of 
the manufacturers in the industry 
who are making certain items on 
which standards are desirable, and 
who are agreeable to working for 
such standards. 

“(2) Make sure that the compa- 
nies involved are truly representative 
of the manufacturers in the particu- 
lar line. 

(3) See that the important firms 
manufacturing such items take a 
part in creating such standards. 

“(4) Work through the best-quali- 
fied trade or engineering association 
to produce such standards. 

“(5) Be sure that nothing be done 
that might in any way be construed 
as an effort to stifle or restrict com- 
petition.” 

In conclusion, Mr. Corcoran offered 
his version of the jobbers’ bedtime 
prayer: 

“Now I lay me down to sleep. 

I pray the Lord my trade to keep. 
If I should croak before I rise, 
Oh, Mr. Supplier, please standardize.” 


Discussion Puts Light 
On Standards Needed 


There was a considerable discus- 


Valve Co. explained that there are 
two types of standardization—one an 
engineering type of activity such as 
the A.S.R.E. has done in developing 
a method for rating valve capacities, 
and the other being a matter of 
standardizing products to eliminate 
the many variables in sizes, etc. 

W. C. Allen of Modern Equipment 
Corp., K. M. Newcum of Superior 
Valve & Fittings Co., and John 
Wyllie of Temprite Products Corp. 
all pointed out that what the trade 
is anxious to know are the ratings 
of the products that they sell—a 
simplified method of fitting the prod- 
uct to the job which is described to 
them by the buyer. 

“Jobber salesmen are not techni- 
cians,” pointed out Mr. Newcum. 
“What they want is ABC information 
that they can use in dishing out the 
product.” 

No specific recommendation was 
made on this subject, the consensus 
seeming to be that if makers of 
related items wished to create stand- 
ards, they had best work out a 
method among themselves. However, 
it was definitely concluded that a 
Standing Committee on Standards 
should be appointed this year to 
explore and possibly develop the 
possibilities for work along these 
lines. 


Speaker Sees Deflation 
When War Is Over 


The greatest problem that besets 
the nation today is the trouble- 
making caused by the rantings of 
politicians, declared Guy E. Reed, 
vice president, Harris Trust & Sav- 
ings Bank, Chicago, who addressed 
the convention’s open-air luncheon, 
choosing as his subject “Wanted— 
Men of Goodwill.” : 

R.E.M.A. members were grave and 
quiet during Mr. Reed’s talk, in 
which the chief economist for one of 


can can take care of himself. The 
New Deal has substituted collective 
security for individual security. 
“All the great men in _ history 
have worked for goodwill, and all 
great accomplishments have come 
about when the atmosphere was one 
of goodwill rather than ill will.” 


Contrary to most opinion, Mr. 
Reed believes the United States is 
in for a period of serious deflation 
when the war is over (or perhaps 
before that time) rather than infla- 
tion. 

“The world rise in the price of 
gold and other inflationary measures 
were expected to bring a continued 
rise in prices, because history had 
always recorded such a trend when 
similar measures were used in the 
past, but this time the world was 
sick with a disease best called the 
maldistribution of gold. 

“Normally prices are set outside 


‘ of the U. S. After the war is over 


the nations involved must sell goods 
—at any price—and their buying 
power will be curtailed. How then 
are we to escape the possibility of 
deflation ? 

“When the war is over, we must 
cooperate with other nations—help 
them to get to their feet economically. 
If Hitler wins, the question arises as 
to whether we can live side by side 
with his philosophy. 

“But the big point now is that we 
must re-build ourselves—rebuild ou 
internal spirit. 

“Labor and political leaders must 
find the common interest, they must 
appeal to people to make sacrifices 
of their personal desires for the 
common good. 

“Industry must impress upon the 
people the need to gird themselves 
for the great commercial battle that 
is to follow the war—the need to 
sacrifice personal feelings and spe- 
cial wants if we are to maintain 
our general standards of living.” 

All experience and studies have 
shown that the wholesaler (jobber) 


(5) They lessen credit and ac- 
counts receivable expense. 

(6) They maintain stocks from 
which they can give prompt delivery, 

“The ultimate test must be the 
buyer—is he satisfied with the 
wholesaler type of distribution?” 
Mr. Iber declared. 

“He is because this method offers 
the greatest convenience and depend- 
ability,” Mr. Iber said. 

“The buyer has a double guaran- 
tee as he can depend upon both the 
manufacturer and the wholesaler to 
back up the product which is sold 
him. 

“The buyer finds no need to place 
advance orders, because the whole- 
saler has a supply ready for imme- 
diate delivery, and the _ buyer’s 
expense that would be incurred in 
placing orders among numerous and 
scattered sources of supply is also 
eliminated. 

“Also the wholesaler serves as an 
information bureau for the customer, 
saving both him and the manufac- 
turer considerable expense in this 
regard.” 

In his business, said Mr. Iber, the 
average supply salesman sells about 
$6,000 worth of merchandise per 
month. 

With respect to the manufacturers’ 
treatment of the jobbers, Mr. Iber 
made one big point—don’t spread 
your distribution too thin. 


Who Drew the Booths 


EXHIBITORS (AS OF MAY 24) 
FOR 3RD REFRIGERATION AND 
AIR CONDITIONING EXHIBITION 

Acme Industries, Air-Maze Corp., All- 
Steel-Equip Co., Inc., Alco Valve Co., Inc., 
Aluminum Co. of America, Aluminum 
Industries, Inc., American Brass Co., 
American Hard Rubber Co., American 
Injector Co. 

Ansul Chemical Co., Automatic Prod- 
ucts Co., Black-Sivalls & Bryson, Inc, 
Bonney Forge & Tool Works, The Bush 
Mfg. Co., Business News Publishing Co., 
Brunner Mfg. Co., Carrier Corp., Chase 
Brass & Copper Co., Chicago-Wilcox Mfg. 
Co., Commercial Coil & Refrigeration Co., 


coran, “let’s suppose that Ed Graff | sion from the members on this | the nation’s largest banking houses 
of Ranco says to me, ‘Let's have a | problem, the discussion centering | offered his picture of present-day | assures the manufacturer distribu- “Tomas "“atesien Corp nniie 
drink. chiefly around what kind of stand- problems, and also took a peak at tion at the lowest cost and maximum Refrigerating Machine Co., Cutier-Ham- i 
“My reply without hesitation is | ards are needed by the refrigeration | future possibilities. service to buyers, declared Oscar | mer, Inc., Day & Night Water Heater Co., 
‘Okay.’ So we immediately move | parts makers, and if REMA was the Many called it the best analysis | Iber of Iber Co., Chicago, president 0 a bie Dayton Rubber Mfg. Co., 
toward the bar. proper organization to work on such | of conditions yet to reach their | of the Chicago Mill Supply Associa- Co., ‘Dole wel ol Co. B. du Pont | 
The procedure here is simple and | standards. attention. tion, in his talk at the final day | de Nemours & Co., Inc. d 
standardized. A suggestion is thrown In the discussion on Mr. Corcoran’s “We have believed that the self- | luncheon on “The Jobbers’ Economic The Electrimatic Corp., Fairbanks, 
out, it is deemed desirable to take talk, A. B. Schellenberg of Alco | imposed discipline of a democracy | Niche in Distribution.” a. * ve rage “|? poe — : 
is superior to the imposed discipline i (Motor Div.), pews "“Blectric ; 
of dictatorships,’ Mr. Reed declared. ° Co. (Air Conditioning & Commercial 
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ft Court Outlaws 
‘Fair Sales’ Act 


Held Violation of State 
& U. S. Constitutions 


PHILADELPHIA — Concurring 
with lower court decisions invali- 
dating Pennsylvania’s so-called “fair 
sales” act of 1937, banning below 
cost retail and wholesale merchan- 
dising, the State Supreme Court 
ruled here May 13 that the measure 
violates both federal and state con- 
stitutions. 

An opinion by Justice Horace 
Stern held that a section of the act 
prohibiting ‘advertisement, offering 
for sale, or sale of any merchandise 
at less than cost by retailer or 
wholesaler” violates the Fourteenth 
Amendment to the Federal Constitu- 
tion and the Declaration of Rights of 
the State Constitution. 

Pointing out that statutes of this 
type had been enacted in about 20 
other states since passage by Con- 
gress of the Robinson-Patman Act in 
1936, Justice Stern added: ‘Except 
in a very few instances, however, 
they differ from the Fair Sales Act 
of Pennsylvania in that, instead of 
a general prohibition of sales below 
cost, they forbid such transactions 
only when engaged in for the pur- 
pose of destroying competition, in- 
juring competitors, deceiving or 
misleading customers, or creating a 
monopoly.” 


Omaha Electrical League 
Expands Operations 


OMAHA, Neb.—In an expansion 
of the activities of Omaha Electrical 
League, the organization has been 
incorporated, a full-time secretary- 
manager appointed, and offices estab- 
lished at 660 Insurance Building here. 

R. J. Kane, formerly with a local 
distributorship, is the new secretary- 
manager. A drive is now under 
way to double the organization’s 
membership, which now includes 
about 100 dealers, distributors, manu- 
facturers’ representatives, and others 
active in the local electrical field. 


Expanded activities will include 
creation of cooperative sales and 
promotional programs, operation of 
a central bureau for servicing appli- 
ances, adequate wiring promotion, 
sales schools for members and their 
employes, and staging of an All- 
Electric Exposition. 


Hugh L. Francis is president of 
the league; C. W. Minard, A. H. 
Luebbe, and Thomas C. Mustain are 
vice presidents; Frank N. Wolf is 
secretary; John M. Gibb, treas- 
urer; and Ernest Nelson, George C. 
Mittauer, Ned S. Reeves, Ed Bradley, 
Martin Flynn, and E. S. Northup, 
directors. 


Flying Start 


KINGSTREE, S. C.—Gene Long- 
mire, for several years a star sales- 
man of Carolina Power & Light Co., 
has joined the Electric Sales & 
Service Co. organization as manager 
of its store here. 

Off to a flying start in his new 
venture, he sold $3,000 worth of 
General Electric merchandise in the 
first two weeks. 


(TRCRAT 


ADJUSTABLE 


CARRYING 
HARNESS 


Effcient, sturdy 
and = economical. 
Provides safer 
handling and 
thorough  protec- 
tion of refrigera- 
tors. Pad and 
harness are sepa- 
rate units and 
both adjustable 
to practically all 
styles and sizes 
of cabinets. 
Adjustable Pad 
$9.75 each 
Adjustable 
arness 


each 
} f.o.b. Chicago. 
warns on pad at only $1.00 per order extra. 
- for latest folder and prices on pads for 
refrigerators, washers, ironers, ranges, radios, etc 


BEARSE MANUFACTURING COMPANY 


INCORPORATED 1921 
3815-3825 Cortland Street, Chicago, Illinois 


Appliance Sales Help 
Keep Steel Mills Busy 


NEW YORK CITY—Increasing 
general economic importance of the 
manufacture of refrigerators and 
other home appliances is indicated 
in announcement by the American 
Iron & Steel Institute that “house- 
wives of the nation bought more 
than 400,000 net tons of steel last 
year through their purchases of 
kitchen ranges, refrigerators, and 
washing machines, thereby creating 
the equivalent of full-time employ- 
ment for nearly 10,000 men in the 
plants of the steel industry.” 

“In addition, their purchases pro- 
vided still more jobs in the manu- 
facture of refrigerators, ranges, and 
washing machines themselves,’ the 
institute points out in its current 
Steel Facts bulletin. 

“About 201,000 tons of steel were 
consumed in the 2,111,000 gas and 
electric refrigerators produced last 
year, according to estimates based 
on the use of 190 pounds of steel per 
refrigerator. By comparison, pro- 
duction of 1,425,000 refrigerators in 
1938 represented an outlet for 135,000 
tons of steel. 

“An additional 159,000 tons of 
steel went into the 1,673,000 kitchen 
ranges produced last year, also on 
the basis of 190 pounds per unit. 
This compares with consumption of 
123,500 tons of steel in 1938 through 
the production of 1,300,000 ranges. 

“Approximately 41,000 tons of 
steel were used last year in the 
production of 1,433,000 washing ma- 
chines, each of which required about 
57 pounds of steel. In 1938, the 
output of 1,138,000 washing machines 
consumed somewhat more than 32,000 
tons of steel.” 


New G-E Motor Designed 
For Oil Burner Use 


SCHENECTADY, N. Y.—Designed 
to harmonize with the appearance 
of modern oil burners and built to 
match the requirements of this 
particular type service, a new oil 
burner motor has been recently 
announced by General Electric Co. 

Design of the motor provides a 
minimum of projections and recesses. 
The bearing assembly has been set 
back inside of the motor in such a 
way that the end shield opposite the 
flange mounting is free from any 
irregular projections and presents a 
smooth, slightly curved surface 
which harmonizes with the appear- 
ance of the oil burner. 

Where desired, the new oil burner 
motor can be furnished with an 
Underwriters’ approved manual re- 
set overload protective device which 
is built into the motor. 


$5,000 All-Electric Home 
Opened In Wichita 


WICHITA, Kan.—This city’s first 
“all-electric” home in the $5,000 
price class, opened for inspection 
recently by Jack McCluggage, local 
contractor, has a complete General 
Electric kitchen, winter air condi- 
tioning plant, and other modern 
equipment. 

Local appliance men who attended 
formal opening of the model home 
included O. J. Faucher, Kansas Gas 
& Electric Co.; Bob Sutton, South- 
west Electric Co.; and R. J. Bisler, 
General Electric Supply Corp. Guests 
at the affair were H. C. Davis, G-E 
home bureau, Bridgeport, Conn.; 
A. E. Wegert, G-E Supply Corp., 
Kansas City; and George Gruenwald, 
branch manager of G-E Supply 
Corp. 


48 Westinghouse ‘Sixes’ Go 
In Baltimore Apartment 


BALTIMORE—Westinghouse 6-cu. 
ft. electric refrigerators—48 of them 
—will be installed in the new Dun- 
more Gardens Apartments at Dun- 
dalk, now being constructed by the 
Prudential Cooperative Realty Co. 


The Dunmore Gardens Apartments 
project will contain 48 apartment 
units of three and four-and-a-half 
rooms. The installation will be made 
through the Baltimore branch of 
Westinghouse Electric Supply Co., 
of which John T. Ridgeway is dis- 
trict manager and George J. Hoe- 
flich, merchandise manager. 


‘Free Wiring’ Ban Fails 
To Halt Range Sales 


FORT WAYNE, Ind. — Despite 
withdrawal of the “free wiring” 
offer on electric ranges and water 
heaters at the beginning of the 
year, sales of these two appliances 
in the Fort Wayne area for the 
first four months of 1940 were only 
5% below those for the same months 
of 1939, reports of dealers to the 
two utilities serving this territory 
reveal. 


Electric range sales through April 
this year totaled 483 units, as against 
551 last year, when free wiring was 
in effect. Water heater sales for the 
period were ahead of last year, with 
271 units as compared with 244 in 
1939. 


Although decision of City Light & 
Power Co. and Indiana Service Corp. 
to drop free wiring service Jan. 1 
meant an additional $15 to $25 on 
each range or water heater, local 
dealers met the situation by adver- 
tising “installed” prices on both 
appliances. This policy, aided by 
generally lower prices on both appli- 
ances, has kept sales near 1939 
levels. 


Following is a month-by-month 
comparison of range and _ water 
heater sales for the two years: 


Each Employe ‘Worked 6 
Weeks For Govt.’ In '39, 


Water 

Ranges Heaters 

"40 8 °'39 "40 «+39 

PONBATY 20555505 108 146 77 «84 
Pebruary ....... 108 =113 92 42 
ee 132 142 48 46 
MEE. FieGsacwots 135 150 54 72 
ND. 6G eindos 483 551 271 244 


Westinghouse Reveals 


EAST PITTSBURGH, Pa.—Each 
employe of Westinghouse Electric & 
Mfg. Co. “worked six weeks for the 
tax collector in 1939, a company 
statement to its employes has re- 
vealed. 

Distributed with payroll checks, 
the statement pointed out that the 
company’s tax bill had increased 
from $2,532,000 in 1930 to $10,390,000 
in 1939. Based on the relation of the 
tax bill to the average wage or 
salary paid employes, the 1939 taxes 
represented $238 for each employe 
as compared with $55 in 1930. 

The company’s tax bill for seven 
years, including 1930, was reported 
as follows: 


Year Company Per Employe 


1930 $ 2,532,000 $ 55 
1934 2,511,000 68 
1935 4,937,000 136 
1936 8,946,000 215 
1937 14,046,000 269 
1938 7,095,000 167 
1939 10,390,000 238 


Wolverine Tube Earnings 


DETROIT—Wolverine Tube Co.’s 
report for the quarter ended March 
31 shows a net profit of $86,106 
after depreciation, federal taxes, etc., 
equal after preferred dividends to 
20 cents a share on the 396,122 
shares of common stock outstanding. 
This compares with a net profit of 
$96,237, or 23 cents a share, in the 
same period of 1939. 


Kelvinator Institute 
Gets More Students 


DETROIT—A marked increase in 
enrollment in the Kelvinator Na- 
tional Salesmen’s Institute and the 
Leonard Sales Training Program is 
reported by William Rados, manager 
of sales training for the refrigera- 
tion divisions of Nash-Kelvinator 
Corp. 

Enrollment in 1940 is expected to 
exceed 13,000 salesmen, an increase 
of approximately 110% over 1939, 
Mr. Rados said. Approximately 3,000 
schools on Kelvinator and Leonard 
refrigerators alone will be held dur- 
ing the year. 


Anaconda Copper 


Refrigeration Tubes 


No cracks or splits when — 
flared against a block — 


THE AMERICAN BRASS CO. 


FRENCH SMALy TUBE BRANCH 


General Of bes Waterbury, Conn 
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THE FINISH 


of the International 500 Mile Race 


JONES 


SCIENTIFICALLY CONTROLLED INDUSTRIAL FINISHES 
Factories at Detroit, Mich., Louisville, Ky., Malden, Mass. 
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is the safe alternate. 
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Incorporated 


Synthetic Enamel is the standard finish. 


IS something to be remembered 


SYNTEX WHITE 
SYNTHETIC ENAMEL 


is a finish which endures not in memory 
alone but as a daily reminder of the quality 
of the product on which it is used. 


@ More than 1,500,000 refrigerators finished in Syntex 
White give daily proof of its beauty and durability. 
Manufacturers’ cost records give ample evidence of the 


economies effected by its use. 


In many large industrial operations Syntex White 


In others it 


-DABNEY CO. 
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Evaporative Cooling System Speeds 
Color Work in Lithographing Plant 


BALTIMORE — Color work on 
their lithograph metal sheets has 
been materially improved through 
elimination of “tackiness,’”’ sticking, 
and offsetting as a direct result of 
air conditioning its sixth floor litho- 
graphing department, reports F. J. 
Costello, vice president of Federal 
Tin Co. here. 

He further reported that far 
better working conditions for labor 
resulted from the air conditioning 
installation through a reduction in 
room temperatures as well as a 
cleanliness in the air. The better air 
conditions within the litho depart- 
ment also resulted in a reduction 
in soot and carbon on the litho oven 
burners. Formerly it was necessary 
to clean these burners at the rate 
of 12 or 15 per week, Mr. Costello 
said, whereas the average now is 
about one burner every five or six 
weeks. 

Two huge coating ovens and three 
litho ovens were installed in the low 
ceilinged area, and it was soon 
found that working conditions were 
almost unbearable. Operating on a 
24 hour a day basis, it was nearly 
impossible for this department to 
function properly in the terrific heat 
given off by the five ovens used to 
bake the color and ink on the 
lithographed metal sheets. 

When ordinary exhaust fans proved 
incapable of removing the tremen- 
dous amount of heat handled on the 
cooling section of the ovens was 
called in. They found workmen 
laboring in temperatures as high as 


130° F., and, after studying the 
problem, recommended a_ system 
embodying controlled heat removal, 
combined with evaporative cooling. 
After the system was installed the 
room temperatures were reduced 
from a temperature of 130° F. to 
90° F. without the installation of 
any refrigeration. 

Heat from the delivery end of the 
litho and coating ovens is exhausted 
to the outdoors before it can enter 
the room. To accomplish this, the 
cooling section of the ovens was 
completely encased and a_ unique 
system of supply and exhaust pro- 
vided to this enclosure. 

Since making the installation the 
Federal Tin Co. reports that the 
improvement in the condition of 
their product can be traced to the 
fact that the sheets now come off 
perfectly cool and dry, and are 
easier to handle, being immediately 
ready for the next stage, with a 
great reduction in spoilage, and also 
speeding up of production. 

Formerly “tackiness” of the sheets 
has been quite a problem due to 
improper cooling of the metal sheets 
which resulted in_ sticking and 
offsetting when they were piled in 
racks or when they went through 
the stamping machines. 

A system of evaporative cooling 
is used for the supply air to the 
cooling sections. This system has 
a capacity of 38,000 c.f.m. Air for 
the entire floor can be taken, by 


means of automatic louvers, in any 
proportion desired, from the outside. 


Give Steady Service . 


Fan, Compressor and Pump Drives 
Steady, silent, smooth-running MANHATTAN 
V-Belts deliver lasting service because of their 
exclusive construction — endless whipcord strength 
member is in the neutral axis and completely 
floated in rubber. Resist side wear, stretch and 


destructive internal heat. 


.» for 


THE MANHATTAN RUBBER MFG. cinieaceial 


OF RAYBESTOS-MANHATTAN, INC. 


45 Townsend Street 


Passaic, New ‘Jersey 


A.G.A. To Review Gas 
Fired Cooling Units 


ATLANTA — Future _ sales. pros- 
pects in both gas-powered summer 
air conditioning and commercial 
refrigeration will be discussed by 
members of American Gas Associa- 
tion at the May 31 session of their 
commercial sales conference in the 
Atlanta Biltmore hotel. 

George S. Jones, Jr., vice presi- 
dent and general sales manager of 
Servel, Inc., will speak on “Looking 
Forward with Commercial Gas 
Refrigeration,” and C. D. Littlefield, 
of Peoples Water & Gas Co., Miami 
Beach, Fla., will present “A Case 
Study of Gas Summer Air Condi- 
tioning in Miami Beach.” 

Commercial gas equipment for 
hotels, restaurants, and other similar 
uses will also be discussed at the 
meeting. 


Radiant Heat Study In 
Test Home Planned 


URBANA, Ill.—Radiant (panel) 
heating, steam and _ =hot’ water 
radiators, and convectors will be 


studied under conditions of actual 
operation in a small home to be 
erected by the University of Illinois 
experiment station in cooperation 
with the Institute of Boiler and 
Radiator manufacturers. 


Construction of the home will 
begin immediately, and it is expected 
that it will be ready for use during 
the coming winter heating season. 
In summer it may be used for home 
cooling studies. Work in the new 
research residence will be in charge 
of Warren S. Harris, who has been 
employed as a research engineer by 
an industrial laboratory in New 
York City. 


Hospital Wing To Have 
Year-Around System 


DALLAS, Tex.—Air conditioning 
equipment for all-season operation 
will be included in the new wing of 
Gaston hospital, located in 3505 Gas- 
ton Ave., to be completed on or 
about Aug. 15, it was announced by 
Dr. J. M. Martin, of the hospital 
administration staff. 


Wagner motors are 
acting electrical 
cone ications. That's 
give 


built to ex- 
and mechanical 


dependable ine tecbletnes 
service 


nee eaten require very little 
«A emance other than = in- 
spection and eitin 


Construction features and mount- 
ing dimensions of Wagner motors 
make it easy to adapt them to all 
kinds of air conditioning and re- 
frigerating equipment. 


Conditioning and Refrigeration Equipment - -,- - 


Dependable, economical and efficient operation of air conditioning 
and refrigerating installations depends largely upon the reliability 
and performance of the motor which drives them. That’s why 
manufacturers and contractors who recognize the value of depend- 
able and sturdy motors use Wagner motors. In addition they know 
that Wagner motors are available in numerous types and sizes with 
proper mechanical and electrical charac- 

teristics to fit every requirement, and that 


they receive prompt service 


through 


Wagner’s 25 factory service branches 
located throughout the United States and 


Canada. 


Send for These Valuable Bulletins 


Wagner Bulletins No. 177, 179 and 182 


complete line of Wagner motors. 


illustrate the 


These bulletins are valu- 


able to all users of motors and will be sent FREE upon 


Wagner Electric Grporation 


6400 Plymouth Avenue, Saint Louis,Mo..US.A. 


request. 
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“Two 10-ton air conditioning units installed ) 


in the basement of a building. Both are 
driven by Wagner type RP _ polyphase 
motor: 


ey 2 b ae BP 

A ‘Wagner ieee RP puleahane motor is 

used to drive this air conditioner in a 
large department store. 


Wagner type RP helen “motors : aire 
these pumps in a large auditorium air con- 
ditioning system. 


Comfort For War Veterans 


Five operating rooms and a receiv- 
ing hall in the U. S. Veterans Hospital 
at Memphis, Tenn. are equipped with 
year-around air conditioning powered 
by this model W-1500-FH Brunner 
compressor. The system, which is 


located on the sixth floor of the 
building, uses 100% fresh air and is 
controlled to maintain 75° F. with 
50% relative humidity at all times. 
J. J. Nolan & Co. was air condition- 
ing contractor. 


Owner Says Cool, Clean Kitchen Best 
Asset In Conditioned Night Club 


OMAHA, Neb. — That the restau- 
rant or night club operator con- 
templating the installation of air 
conditioning would do well to plan 
a system which will serve his 
kitchens and other employe quarters 
as well as the public rooms is 
indicated by the experience of 
The Cinema Club, one of this city’s 
newest and finest night clubs. 

Located in the heart of downtown 
Omaha, the Cinema Club is one of 
the most unique establishments of 
its type in the Middle West. Among 
its many attractions are an orchestra 
pit located behind the bar, a movie 
screen where short features are 
shown nightly at the dancing inter- 
missions, and a weekly “Gag” auc- 
tion conducted by one of the city’s 
best known showmen. 

Planning to establish it as a 
year-around night spot, the manage- 
ment felt that air conditioning 
would represent one of its greatest 
assets, spent more than $10,000 of 
the $25,000 total cost on this one 
equipment item. That figure could 
have been shaved a good deal by 
confining the installation to serve 
only the public rooms. However, it 
was felt that while the system was 
being installed it was economy and 
efficiency to make it a complete one. 

“We feel that the extra cost in- 


volved in air conditioning the kitch- 
ens and other employe rooms was 
well justified,’ says M. Schlossberg. 
“Our employes are naturally more 
efficient when they can work in 
year-around air conditioned com- 
fort. And they’re more contented, 
which means a reduction in labor 
turn-over and a consequent worth- 
while saving along that line. 

“We also feel that sanitation is 
improved by year-around air condi- 
tioning in the kitchens. Since a 
normal temperature is maintained 
constantly, the chef and _ other 
kitchen employes do not perspire 
excessively. From this standpoint, 
the cooling system is almost as 
necessary during the fall and spring 
as it is in the summer, at some 
times even during the winter.” 

The combination Brunner’ and 
Carrier system installed at the 
Cinema Club maintains a constant 
year-around temperature of 76° F. 
in all departments, including the 
kitchen. 


Keglers To Keep Cool 


DAVENPORT, Iowa — Davenport 
Bowlers, Inc. will construct a com- 
pletely air conditioned bowling alley 
at a cost of $100,00. 
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Salesmen at Kelvinator’s Atlanta branch go in for cooking to bolster 
their sales story on electric ranges. 


biscuits, while R. D. Anderson slices the “spuds.” 


H. D. Wehrly, Jr. 


(center). 


C. R. Brogan (left), branch manager, fries the doughnuts assisted by 
W. A. Richter (right) tests the roast. 


Emmett Webster (left) mixes 


Gamble-Skogmo Holds 
3-Day Sales School 


MINNEAPOLIS — Most modern 
methods of electrical appliance sales- 
manship were outlined to salesmen of 
Gamble-Skogmo, Inc., appliance chain 
operating stores in Minnesota, North 
and South Dakota, Iowa, and Wis- 
consin, at a three-day school in the 
Andrews hotel here. Approximately 
100 men attended the affair. P. W. 
Skogmo, president of the chain, was 
a speaker at the school’s closing 
session. 


Refrigerator Sales Gain 
300% At Shapiro Co. 


NEWBURGH, N. Y.—A _ 300% 
increase in refrigerator shipments to 
dealers for the first quarter of this 
year over that period in 1939 is 
reported by Shapiro Sporting Goods 
Co., Leonard distributor in the Hud- 
son Valley area. 

The increase was the result of an 


Dealer’s Jingle Contest 
Builds Store Traffic 


MINNEAPOLIS — Warner’s Hard- 
ware Stores, Westinghouse dealers, 
recently conducted a jingle contest 
with $500 in prizes, first prize being 
an electric washer. A requirement 
of the contest was that entrants had 
to obtain contest blanks in one of 
the company’s three stores. 


intensive two-month drive for dealers 
during which time a dealer was 
added in nearly every town in its 
territory, the firm reports. 


Neb. Refrigerator Sales 


OMAHA, Neb.—Sales of major 
appliances in Omaha, Council Bluffs, 
and rural territory served by 
Nebraska Power Co. showed con- 
siderable increases for the first 
three months of 1940, compared 
with the same period in 1939. 
Largest increase was recorded in 
ranges, with 125 sold in the first 
quarter this year as compared with 
45 last year, a gain of 178%. 
Refrigerator sales jumped up 58%, 


Up 58% In First Quarter 


from 969 units in the first quarter 
last year to 1,536 units this year. 


March sales of 886 refrigerators 
were reported this year as compared 
to 416 last year. March range 
sales totaled 52 this year, compared 
to 15 last year. 


Comparative sales reports for 
appliance sales in the territory for 
the first quarter of 1939 and 1940 
are: 


—® ok * ok 
3 Months 1940 3 Months 1939 
Council Council 

Omaha Bluffs Rural Omaha Bluffs Rural 
PRBEFINGTEIOTS occ ccccsees 1,235 153 148 767 110 92 
CO ere err eee 80 8 37 22 3 20 
Water FICAtere ...0.s0es 10 2 14 5 1 12 
CO EC eee eee 910 96 96 798 97 61 
a tee eee 127 3 7 146 4 7 
Vacuum Cleaners ........ 551 110 39 627 64 24 
DE FS bhichntesces eee es 3,092 370 260 2,868 403 132 
eee Cee 1 3 1 et aon oka 
reer 90 1 9 122 4 28 
Rare rece 30 i 9 20 2 4 
pe eee eee 2 oe 6 sitte gas oes 
PED 5k 65.0-058%65 be0 ess 78 9 26 71 20 15 


NEW. 


Capacty 


WHEEL PULLER 


A simple, efficient tool for hard pulling 
jobs such as flywheels, fans and pulleys— 
universal for all make refrigerators. 
Rotating arms grip in any position— 
internal or external —-— and even 
spoked wheels. Hex head power screw 
has narrow band to facilitate hand turn- 
ing. Made of special steel, serceseé and 
tempered. Fully guaranteed. Sold by 
mill supply and refrigeration jobbers. 


j. H. WILLIAMS & CO. 


225 Lafayette St., New York, N. Y. 


REFRIGERATION TOOLS 
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or Albuquerque, N. M. ..Radio & Refrigeration Parts Co. Louisville, Ky. ....... Louisville Mill Supply Co., Inc. 
ih. Allentown, Pa. ....... Larson Supply Co. RENE, “GE. is o5is0c014 Lowe Electric Co. 
Ailaate, Gas ccccvecrs J. M. Tull Metal & Supply Co., Ine. Madison, Wis. ........ Gustave A. Larson Co. 
; Baltimore, Md. ....... Clendenin Bros., Inc. Memphis, Tenn. ...... United Refrigerator Supply Co. 
is Baltimore, Md. ....... Melchior, Armstrong, Dessau Co. ee a) Railey-Milam, Inc. 
di- Baltimore, Md. ....... Parks & Hull Co. Milwaukee, Wis. ..... Gustave A. Larson Co. 
a Binghamton, N. Y.....Service Supply Co. Milwaukee, Wis. ..... Refrigeration Specialty Co. 
ed Boston, Mass. .......- A. E. Borden Co. Minneapolis, Minn, ... Refrigeration & Industrial Supply Co., Inc. 
er Bridgeport, Conn. .. Parsons Bros. Montreal, Que., Can... Railway & Engineering Specialties, Ltd. 
— Brooklyn, N. Y........ Coleman Electrical Supply Co., Ine. Mt. Vernon, N. Y.....County Seat Plumbing Supply Co. 
t Besokiya, NM. Yuccecess The Capson Company Mewes Bi. Bisa ccckcx T. W. Binder Co. 
nt, Brooklyn, N. Y........ Melchior, Armstrong, Dessau Co. Newark, N. J..... ++++.Melchior, A trong, Dessau Co, 
as Brooklyn, N. Y........ Perry Metal Products Co New Haven, Conn..... Resco, Inc. 
ng a a Seererer er Melchior, Armstrong, Dessau Co. New Orleans, La....... Enochs Sales Co. 
me Bete. Hi Ziscccecs -» Root, Neal & Co. New York, N. Y...... Aetna Supply Co. 
Cambridge, Mass. ..... Melchior, Armstrong, Dessau Co. New York, N. Y...... Melchior, Armstrong, Dessau Co. 
nd Cedar Rapids, Iowa -;.Dennis Refrigeration Supply New York, N. Y...... Paramount Electrical Supply Co. 
fas Charleston, W. Va.....Air Conditioning & Refrigeration Supplies, Inc. Norfolk, Va. ...... .+»Noland Co., Inc. 
cat Charlotte, N. C........ Henry V. Dick Co. Oakland, Calif. ....., California Refrigerator Co. 
> Chattanooga, Tenn. ...Noland Co., Ine. Oklahoma City, Okla..Mideke Supply Co. 
. Chicago, Tl. ...ccccccce The Harry Alter Co. Omaha, Neb. ......... Ruegg Refrigeration Supply Co. 
the : Chicage; Th. ccsicccces H. W. Blythe Company : Oshkosh, Wis. ....... Gustave A. Larson Co. 
. ; Celanese: Gs cscvcscces Automatic Heating & Cooling Supply Co. Philadelphia, Pa. «Melchior, Armstrong, Dessau Co. 
Enjoying their own cooking are, left to right (standing): John Ashburne, Chicago, Hl. .......++. Airo Supply Co. Philadelphia, Pa. ....Vietor Sales & Supply Co. 
ying g : : 
E. Webster, waiter, Cc. R. Brogan. Seated: Joe Pleasants, N. P. Horton, = ererere ty “~ Pg Co. a oeenced ee ne Inc. 
, icago, fb eaeeheouan re . Kramer ittsburgh, revi y ss . - 
M. A. Richter, H. D. Wehrly, Jr, Harry Parsons, and R. D. Anderson. Cincinnati, Ohio ...... The Merkel Bros. Co. Pesthnh, mee. o6evcee aa eihinis,, Refrigerative Supply, Inc. 
= ee Cincinnati, Ohio ...... Williams & Company Providence, R. I....... Rhode Island Supply & Eng. Co. 
ort e + GB. Brogan, Atlanta branch man- Cleveland, Ohio ...... Williams & Company Reading, Pa. ......... Larson Supply Co. 
m- Kelvinator S Atlanta Men ager, followed through by having Columbus, Ohio ...... Refrigeration Electric Supply Co. Rochester, N. Y....... Melchior, Armstrong, Dessau Co. 
ley his men cook the meal on the ' Dallas, Texas ........ The Electromotive Co. ee oy he » rn went rig — Inc. 
Schooled | C oki Art electric ranges. SOIT: SPOS oesone pene Tana Oe . rs By. Bbiccis ones Bristol’ olla lla 
i. n 0 ing p Dayton, Ohio ........ The W. H. Kiefaber Co. HE > seul ~ ghia — 
Having only a cook book and a eee St. Louis, Mo......... R. E. Th Company 
ss 7 Denver, Colo. ......+. McComb’s Refrigeration Supply Co. . ss i 
basket of groceries as equipment, in iid J. M. Obere, Ine Salt Lake City, Utah. . Peerless-Utah Co. 
ATLANTA — Kelvinator’s Atlanta the menu was prepared as follows: See SSeveees . ' ° d San Francisco, Calif... California Refrigerator Co. 
br h “ ” A Fort Wayne, Ind....... H. J. Schroeder Co. Seattle, Wash. ........ Refrigerative Supply Co., Inc. 
ae salesmen cooked up a oven roast lamb, W. A. Richter, Greensboro, N. C...... Hasco, Inc. Sioux City, TIowa...... National Refrigeration Service 
Surprise ending to the sales training South Georgia territory; steamed Harrisburg, Pa. ...... Melchior, Armstrong, Dessau Co. South Bend, Ind....... F. H. Langsenkamp Co. 
session conducted recently by Harry | carrots, H. D. Wehrly, Jr., North Hartford, Conn. ...... Marsden & Wasserman, Inc. Spokane, Wash. ...... Refrigerative Supply Co. 
Parsons, manager of Kelvinator’s | Alabama and Georgia territory; ~ ns 22ggge-heaapahaadadad tlh sey <Devegy Sprinetcld: ies be. baa cP. wate =" yes 
: . BB. weer kee . ayson oO. 
range department, when they pre- steamed cauliflower, J. L. Pleasants, oe sa it — Brave va Mfg. Co. Toledo, Ohio ......... The Heat & Power Engineering Co. 
pared a complete electrically cooked | Atlanta and trading area; deep fry eee nee SSAeREeS Walter Refrigeration Supply Co. Toronto, Ont., Can....Railway & Engineering Specialties, Ltd. 
meal in Mr. Parson’s honor F h fried tatoes, R. D. And Indianapolis, Ind. ....F. H. Langsenkamp Co. Tales, Okla. ccccccces Machine Tool & Supply Co. 
hg : * - renc : ried potatoes, . ° nder- Jacksonville, Fla. ..... Bowen Refrigeration Supplies, Inc. Valley Stream, N. Y...Sid Harvey, Inc. 
The culinary surprise climaxed son, middle and eastern Tennessee Kansas City, Mo....... Forslund Pump & Machinery Co. Vancouver, B. C., Can..Fleck Bros., Ltd. 
Mr. Parson’s explanation of the new territory; oven baked biscuits, Knoxville, Tenn. ...... Leinart Engineering Co. Washington, D. C...06. Melchior, Armstrong, Dessau Co. 
addition to the Kelvinator range line, | Emmett Webster, Birmingham and London, Ont., Can..... Refrigeration Supplies Co., Ltd. ee oe loners ee eee 
: es “ “ : a aterioo, OWR sesseee interbottom u oO. 
timed to open a sales drive in the | south Alabama territory; and deep Long Beach, Calif.....L. B. Marsh (Allied Refr'n) Site Mikes, ©. %...cleaate tout Beatie Betis. Gente 
Atlant t Ps Los Angeles, Calif.....Frank Gillett Co. : , : : 7 ‘ 
a erritory. As knowledge of fry doughnuts, CS Fz. Brogan, man- ia ea. oan sere ; mena ; Wilkes-Barre, Pa. ....Radio Service Co. 
product was stre ; Al vi lanta br ‘ 8, wareees efrigeration Service, Inc. Winnipeg. Man., Can... Railway & Engineering Specialties, Ltd. 
tressed in the meeting, ager Kelvinator Atla anch Los Angeles, Calif..... Refrigeration Supplies Distributor Worcester, Muss. ..... Standard Supply Co. 


SOFTNESS 


You get it in WOLVERINE TUBING 


= 


—— 


WOLVERINE TUBE CO. DETROIT 
ae " tags aaa { a : i i, Se x rm . %, s > 
‘x ada “ 4% . . 7 ‘ - i’ y J % E 7 ’ < = 7 £ ea ae : 
Bi cone A OR aes a : : BY ie OS te eae ae ae Ney. RE hie Se eee eee + <> 
tet ee — ee | are ea, We - ee | pee re oe ey ~ Ragen a a 7 * ‘Sehap. 4 si ds ieee 
afta sg ee ete ae TS <P SRE L Sohes el sa P aes Ak: — ae Se cole. oe : i$ ae 


For 


PROMPT DELIVERIES- 


KEROTEST MANUFACTURING CO. 
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GENERAL EXPORT REPRESENTATIVES 
Melchior, Armstrong, Dessau Co., Inc. 


300 Fourth Ave., New York City, N. Y., U. S.A. 
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International Harvester Walk-In Models 


with the development of a milk 
cooler about five years ago. Refrig- 
eration unit in this cooler employs 
a patented pneumatic water agitat- 
ing device which is claimed to make 


@ e e ° 
Available With Built-In Quick-Freezers possible the required rapid cooling 
of milk temperatures. The units also F 
(Concluded from Page 1, Column $) | rural areas. Refrigeration dealers | Were built with an - to rege evn 
or vegetables. The coolers may be | will be added for city sales work, refrigeration servicing, or advan- 
placed in an existing building, or | and will be known as “industrial — the farm user, the company 
m laced in the open and a | dealers.” . 
peo | hall over them. . Servicing of the refrigerating The patented water agitating ” 
Reach-in models will be available | ©duipment will be handled by special | device page . = ranged th 
in 45 and 70-cu. ft. capacities, | ™en now being added to each branch | Within : rie g =e yo ; o- 
Manufacturing operations on walk-in office especially for this purpose, and | 4 --" =" — ns t y ai a 
units are being handled at Corydon, application and sales work will be | the wa “_ b pean a — 4 rr 
Ind. All other refrigeration prod- | handled by sales engineers. A serv- pe ol - = pong e “2 in 
ucts are being produced at Interna- | ice manual covering all International refr ¥_ ig: . ¥ seg y os 
tional Harvester’s West Pullman | Harvester refrigeration equipment | found cage . oe o Rang “4 was ps 
works near Chicago. has been prepared, and service de- a ae 7 gh omg _ eo : 
Price of the walk-in units ranges | P@rtments for each branch are now | 4nd has ‘7 ° va a pilin te 
from $600 to slightly more than being trained. Each branch will po gym * — r of commer- 8 
$1,000, f.o.b. Chicago, including an | C@!Ty @ complete stock of replace- we ge + Eg i. 
electric refrigerating unit which is | ™ent parts. 12 ith =e 
International Harvester’s entrance | capacities from 2 to cans, W 


claimed to maintain temperatures in 
the coolers as low as 32° F., suitable 
for cold storage purposes. For an 
additional $140, the cooler may be 
equipped with a 12-cu. ft. capacity 
quick-freezing compartment large 
enough to store 600 lbs. of meat or 
300 lbs. of vegetables. This compart- 
ment, it is said, will maintain tem- 
peratures of between zero and 10° F. 


Constructed with exteriors of oak 
and interiors of fir, the walk-in units 
have 4 inches of glass wool insula- 
tion and are made up in sections 
3 or 4 feet wide, so that they can 
be assembled on the job or taken 
apart and moved to a new location 
without damage to the cooler. The 
coolers are equipped with Peerless 
gun coolers, unit coolers, or other 
coils as desired. 


Distribution of the company’s 
entire line of refrigeration products 
in United States and Canada is be- 
ing handled through more than 100 
branch offices, and retailing through 
about 7,600 International Harvester 
“general line’ dealers operating in 


into the refrigeration field originated 


International milk cooler, with 
pneumatic agitator attached to 
end of compressor shaft. 


REMPE COILS Are 
UNIVERSALLY ENDORSED-because 
e 


prices starting at $245 for the 2-can 
size, complete with compressor. 
Gasoline-engine driven units are 
available in capacities from 4 cans 
up, with prices beginning at $300, 
less engine. 

The coolers also are available in 
combination units with a 6-cu. ft. 
dry storage compartment for preser- 
vation of foodstuffs, prices starting 
at $350 for a 2-can unit of this type. 
Even-numbered can capacities up to 
10 cans are available in this series. 

Water coolers for bakers, bottlers, 
hotels, schools, photographic labora- 
tories, and manufacturing plants, 
similar in construction and operating 
features to the milk coolers, are 
available in a wide variety of capaci- 
ties to meet all normal requirements. 

The water coolers are also used 
for comfort conditioning applica- 
tions to provide storage type appli- 
cations for short-time but heavy 
operating loads, such as encountered 
in some restaurants, churches, meet- 
ing halls, etc. 

Beverage coolers are manufac- 
tured in three models, with capacities 
ranging from 9 to 18 cases of 
12-ounce bottles, and with cooling 
capacities from 1,400 to 2,000 B.t.u. 
per hour. Smallest unit will handle 
20 cases of beverages per day, cool- 
ing to 40° from 100° bottle tempera- 
ture, it is claimed, and the larger 


Quick-freezing compartment, available in International Harvester walk-in 
units for $140 additional, is built into the left rear section of the 
cooler. Unit cooler for main compartment is against the back wall. 


One of International’s condensing units, designed for heavy duty service, 
with thermostatic valve for regulating water flow through the unit. 


* REMPE conservatively represents 
FREE and rates its entire line for your pro- 
tection and your customer’s benefit. 


model will handle 28 cases per day 
under the same conditions. 

These units may be installed either 
as self-contained or remote con- 
nected applications, and can also be 
adapted to cool beer, drinking water, 
or partial dry storage of foods, it is 
claimed. Normally of the wet stor- 
age type, these units also can be 


Look ta 
REMPE jor 


Panel Coolers 
Fin Coils 
Pipe Coils 
* Air Condition- 


* REMPE answers your specifica- 
tions thoroughly with experience 
designed and time-proved coils. 


* REMPE coils are calculated for 


maximum economy in both _ initial line of Direct Draws, Dry Kool 


Beverage Coolers, Bottle Coolers, 


“PIN COIL and operating investment. : : a 

ENGINEER- ing Coils obtained, on order, in dry storage Walk-In Coolers and other refrigeration [iiieareennas 
ING” is Submit your specifications Blower Units models. equipment. Dealers and distributors write 

oe without obligation. Coil and Drain Poultry coolers are available in to Desk 40 for catalog and particulars. 


two sizes, with capacities of from 
200 to 300 fowl at a time. These 
coolers are available with trays 
located on top of the coil rack and 
screens for the ice bank, allowing 
the fowl to be stored on the trays 
until marketed. 

Water bath agitator, basic and 
patented feature of all International 
Harvester’s packaged cooling equip- 
ment, operates off of the compressor 
motor. This pneumatic pump is said 
to use between 80 and 160 watts per 
hour, depending on the refrigeration 
load. The unit is primed with % 
pint of water, which is sufficient to 
operate it for more than an hour, 
it is claimed. Large water reser- 
voirs are available for water cooling 
applications when longer operation 
is desired. 


Standard on all the company’s 
packaged products, the agitator is 
available at a cost of $10 with any 
condensing unit for special uses. 


International Harvester condens- 
ing units are being manufactured in 
capacities from 4% to 1% hp. at 
present, both air and water-cooled 
types being available, for operation 
by either electricity or gasoline- 
driven equipment. 


Compressor construction is claimed 
to incorporate features which mini- 
mize seal trouble. In case of an 
emergency, the seal is so designed 
that both the rotating and stationary 
members can be replaced easily and 
quickly, without lapping any surface 
at the time the replacement is made, 
it is claimed. 


Built along automotive lines, the 
compressor has a forged-steel, heat- 
treated crankshaft, and drop forged 
steel connecting rods with babbitt- 
faced bearings. Piston pin bearings 
are of bronze, and the piston has ‘ 
two age geen rings. All valves Wire or write immediately 
are in the cylinder head and are ' 
operated automatically. Cylinders AR ed stele . = 
and crankshaft housing are of one Rae. eh 
Piece. 


~m- REMPE CO. eae 


344 N. SACRAMENTO BLVD., CHICAGO, ILL. 


DRY KOOL BEVERAGE 
COOLER 


UNITED REFRIGERATOR MFG., INC. | Maite 
1380 UNIVERSITY AVENUE . ST. PAUL, MINNESOTA = ee 


PROFIT 
OPPORTUNITY 


of the year! 


Eye appeal! Sales appeal! Money-making 
appeal! Tremendous market! Nothing like this 
revolutionary freezer equipment ever before! 

No wonder distributors agree it’s the “Profit 
Opportunity of the Year.” 

You owe it to your business to get the com- 
plete Freezette Franchise facts immediately. 
Wire or write today. 


REFRIGERATION PRODUCTS DIVISION 
TUTHILL PUMP COMPANY 


939 EAST 95th STREET * CHICAGO, ILLINOIS 


EASIER 
“AFTER- 
SERVICING ¢ 


GR-Lipman refrigeration and air conditioning units are so basic- 

ally sound and dependable mechanically, that very little after- 

servicing is required. But when there is need for servicing .. . 

a few interchangeable parts will take care of repairs on the 

complete line of machines. Your servicing job is greatly sim- 

plified . . . and you have a minimum investment in parts. It's 

easy to keep GR-Lipman Equipment going at full efficiency, 

with a minimum of lost time due to servicing shutdowns. Cus- 
tomers like that. So will you. 

ae If you have the right kind of a setup for 

' outhes Air Conditioning and Commercial 

Refrigeration Equipment .. . talk to us. We 

have what you want... and perhaps you 
sa have what want. Write: 


GENERAL REFRIGERATION CORP. 


ae Dept. AC-540 BELOIT, WISCONSIN 


be 


ae 


Above: GR-Lipman 


S AIR CONDITIONING 
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Appointments and Promotions 


Fuller Is G-E Commercial 
Application Engineer 


WEST LYNN, Mass.— Roger A. 
Fuller has been appointed applica- 
tion engineer for General Electric 
Co. in the field of commercial refrig- 
eration and air conditioning. Mr. 
Fuller, who was formerly located 
in the commercial refrigeration de- 
partment of General Electric at 
Fort Wayne, will specialize in the 
application of integral horsepower 
motors to commercial refrigeration 
and air conditioning equipment. His 
headquarters will be at the com- 
pany’s River Works here. 


Koval Resigns Post At 
Columbus G-E Distributor 


COLUMBUS, Ohio—J. S. Koval 
has resigned as secretary and treas- 
urer of Bard, Inc., G-E home appli- 
ance distributor for central Ohio. 
He resigned also from the board of 
directors and from the position of 
secretary-treasurer of Colbar, Inc., 
manufacturer of the Colbar dry 
beverage cooler. He plans to remain 
in the appliance field but has not as 
yet announced his future connection. 


William O'Neill Named 
To Post With Easy Washer 


BALTIMORE — William O'Neill, 
for the past four years a member 
of the metropolitan Baltimore sales 
staff of Electrical Products, Inc., 
Emerson radio’ distributor, has 
severed this connection to assume the 
post of dealer contact man here on 
Easy washers. 

The Easy line is now being sold 
direct from the factory to dealers 
in the Baltimore market. Jack Miller 
is district sales manager for the 
Easy line. 


Kelvinator Designer Takes 
Larger Office Space 


DETROIT — George W. Walker, 
Detroit industrial designer, has 
moved his organization into larger 
offices and design rooms in _ the 
New Center building. Mr. Walker 
designs the Nash line of motor cars, 
and has done some _ refrigerator 
styling. 


Schaefer Directs Republic’s 
Pressed Steel Operations 


CLEVELAND—Pressed steel oper- 
ations of Republic Steel Corp. and 
subsidiaries have been coordinated 
under the general management of 
Frederick R. Schaefer. 

Mr. Schaefer, who has been gen- 
eral manager of the Niles Steel 
Products division of Republic, will 
have jurisdiction over this division, 
the Superior division, at Elyria, 
Ohio, and will also serve as general 
manager of the pressed steel division 
of Truscon Steel Co. at Cleveland, 
the position previously held by 
Harry Woodhead, who has resigned 
to become president of Aviation 
Mfg. Corp. 


Porter Heads Commercial 
Electric Cooking Council 


NEW YORK CITY — Joseph F. 
Porter, Jr., vice president of Kansas 
City Power & Light Co., has been 
appointed chairman of the Commer- 
cial Electric Cooking Council to 
Succeed P. M. Alden, Philadelphia 
Electric Co., who has served as 
chairman of the Council since it 
was established in 1937. 


W. S. Carpenter Elected 
President of du Pont Co. 


WILMINGTON, Del.—Pierre S. 
du Pont has retired as chairman of 
the board and Lammot du Pont has 
resigned as president of E. I. du 
Pont de Nemours & Co. Lammot 
du Pont was elected chairman of 
the board. Walter S. Carpenter, Jr., 
a vice president, was made president 
of the company. 

Irénée du Pont, a former presi- 
dent of the company, resigned as 
vice chairman of the board of 
directors. No appointment was made 
to this position. He, as well as 
Pierre S. du Pont, will continue as 
members of the board and of the 
finance committee, on which Lammot 
du Pont also will serve. 


Mr. Carpenter, in accepting the 
presidency of the company, resigned 
as chairman of the finance com- 
mittee. Angus B. Echols, a _ vice 
president, was elected chairman of 
the committee. J. B. Eliason, treas- 
urer of the company, was elected a 
vice president and a member of the 
board of directors. Mr. Eliason will 
continue to serve as treasurer. 


Mr. Carpenter is the second indi- 
vidual other than a du Pont to 
head the company since it was 
founded in 1802. Upon the death 
of E. I. du Pont about a century ago, 
Antoine Bidermann, a son-in-law of 
the founder, directed the company 
for two and one-half years. 


New Branches & 
Distributors 


HOTPOINT APPLIANCES 


CHICAGO — Several new distribu- 
tors for Hotpoint home appliances 
have recently been announced by 
R. W. Turnbull, vice president of 
Edison General Electric Appliance 
Co. 


Graybar Electric Co., Ince., will 
handle distribution in the Jackson, 
Miss. area, directing operations from 
its headquarters at 601 South Peters 
St., New Orleans. 


The L & K Electric Co., 72 State 
St., Binghamton, N. Y., has been 
appointed distributor in the Bing- 
hamton area. Distribution of Hot- 
point appliances in the Elmira, N. Y. 
area has been taken over by the 
Hotpoint branch in Buffalo. 

In the San Francisco territory, 
Graybar Electric Co. has_ been 
appointed distributor, with Clyde E. 
Allen, merchandising manager, di- 
recting operations from Graybar 
headquarters at Ninth and Howard 
Sts. Graybar branches in _ this 
territory are located at 222 Ninth 
St., Oakland, and 1723 “L” S&t., 
Sacramento. 


NORGE, OMAHA 


OMAHA, Neb.—W. O. McDonald 
has been appointed manager of the 
Norge division of Storz Supply Co., 
Norge’ distributorship here, and 
Truman Ball has been placed in 
charge of dealer sales for northern 
Nebraska. 

Mr. McDonald formerly was sales 
manager of the Storz company. 


CUTLER-HAMMER, ATLANTA 


ATLANTA — The Cutler-Hammer 
office and warehouse here has been 
moved to a new location at 134 
Marietta St., N. W. Office is in 
charge of <A. C. Gibson, sales 
engineer. 


MIDWEST EXPORT OFFICE 


CHICAGO — Harry J. Scheel, 
manufacturers’ export agent here, 
will move June 1 to new and larger 
quarters in the Merchandise Mart. 


SERVEL, / 
COMMERCIAL REFRI 


“Beauty is onl 
y skin deep”... 
wad under the lustrous silver sur. 
= of these sensational new Ser- 
> punite. you'll find a degree of 
rformance, economy and noise- 


Siluer Bleet 


(i 


lessness never before available in 
low-pressure refrigeration. Write 
today for details. Servel, Inc., 
Electric Refrigeration and Air 
Conditioning Div., Evansville, Ind, 


ie CRS OE Fae es ‘woke 
ee ae eee bn, a 


RATING MACHINES: 


NORGE, SAN ANTONIO 


SAN ANTONIO, Tex. — Norge 
Southwest Sales Co., distributor for 
Norge products in south and south- 
west Texas, has moved its head- 
quarters from 1201 Navarro St. to 
1201 East Houston St. The new 
location provides a spur, more 
working space, and greater parking 
facilities. W. C. Rowles is executive 
head of the business. 


WESTINGHOUSE, BROOKLYN 


BROOKLYN — Monarch Range & 
Appliance Co., Inc., distributor of 
Westinghouse refrigerators and ap- 
pliances, has moved from 50 Court 
St. to expanded quarters at 16 Court 
St. Emmanuel Hirsch is president 
of the company and Robert Krumholz 
is sales manager. 


CARBONDALE, BALTIMORE 


BALTIMORE — Henry W. Kings- 
bury has purchased the _ business 


of Wallace Stebbins & Sons, 100 
South Charles St., distributor for 
Carbondale air conditioning. Mr. 


Kingsbury has served as president 
of the Stebbins organization for a 
number of years. 


FARNSWORTH RADIO 


FORT WAYNE, Ind. — Appoint- 
ment of two more distributors by 
Farnsworth Radio & Television Corp. 
brings to 53 the number of firms 
handling that company’s lines of 
equipment. The new _ distributors 
are Charles S. Martin Distributing 
Co., of Atlanta, with a branch in 
Athens, Ga., and Benjamin T. 
Crump Co., of Richmond, Va. 


Martin Distributing company will 


cover the northwest half of Georgia, 
and the Crump company will cover 
the southeast half of Virginia, 
including Norfolk, and the eastern 
third of North Carolina. P. A. 
Seaton is president of the company, 
and W. E. Seaton, radio _ sales 
manager, and J. C. Patterson will 
be in charge of Farnsworth mer- 
chandising. 


AIRTEMP, RICHMOND 
RICHMOND, Va.—L. C. Erue has 


been made sales manager of the 
Airtemp department of the Hunger- 
ford Coal Co. here. A. L. Anderson 
has been appointed cooling engineer. 


STEWART-WARNER, BALTIMORE 


BALTIMORE — Herbert Nusbaum 
has joined the sales staff of David 
Kaufmann’s Sons, Stewart-Warner 
distributor. He formerly was in the 
appliance department of the Hecht 
Co., Washington, D. C. department 
store. 


Ansul ICE-X gives immediate relief 
from ice trouble. It dissolves formed 
ice, it prevents new ice. It is hazard- 
free, safe, easy to use. 


Order Ansul ICE-X from your 
nearby Ansul Jobber today. Let ac- 
tual use show you how this machine- 
tested ice-eliminator does the job— 
how it can save you service troubles. 

* ICE-X will not cure troubles caused by 


wax, sludge, dirt or mechanical difficulties. 
AC-23 


4 > and 
refrigeran ts. 


No. 683 
Nom. Capacity 
3% Tons Freon* 


WRITE for data on full 
range of sizes and 
capacities. 


DETROIT LUBRICATOR. COMPANY 


desig 
. ction 
the job for imi 
re 


No. 686 
Nom. Capacity 
17 Tons Freon* 


i isin cain: 


General Offices: DETROIT, MICHIGAN : 
Canadian Representatives—RAILWAY AND ENGINEERING SPECIALTIES LIMITED, Montreal, Terente, Wineines : 
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Declaration of 
Independence 


N INSTITUTION is “the 

lengthened shadow of one 
man,” Ralph Waldo Emerson 
wrote. And if ever an institution 
reflected the character of a man, 
AIR CONDITIONING & REFRIGERA- 
TION NEws has reflected—and will 
continue to reflect—the character 
of F. M. Cockrell. 


The NEws was born in F. M. 
Cockrell’s brain, and for some 
time after its inception he was the 
entire staff. It was literally a 
one-man show. From the very first 
it had a rugged individualism 
which was the embodiment in 
print of the heart and soul of a 
man whose strongest character- 
istic was his integrity. 


The News Was Built 
On Unshakeable Principles 


Behind the NEws was no back- 
log of capital, no combination of 
powerful interests or even friendly 
companies, no history or age or 
reputation, no industry coopera- 
tion, no experienced staff. All it 
had was one man—and his 
unshakeable principles. 


But so strong and so incon- 
trovertible were those principles, 
and so cleanly did they shine 
through the pages of those early 
issues, that the NEws gained first 
recognition, then financial sta- 
bility, then respect, then influence, 
and finally it became an institution. 


F. M. Cockrell Preeminently 
A Teacher & Educator 


That the News will carry on in 
this same firm tradition of 
honesty, sincerity, and _ whole- 
heartedness of purpose no one will 
doubt who knew F. M. Cockrell 
well. For the last 10 years he 
had been working, teaching, and 
exhorting — night and day—a 
group of young men whom he 
intended should maintain the 
NEws in the same spirit which 
was present at its foundation. 
For F. M. Cockrell had a premoni- 
tion that his days were numbered. 


During his earlier years F. M. 
Cockrell had been a school teacher. 
He remained a teacher to the end. 
It was his greatest joy. He him- 
self had had a remarkable rise 


to top positions with top compa- 
nies through sheer force of 
intellect and keenness of percep- 
tion. After he founded his own 
company he then’ experienced 
great satisfaction in passing on 
what he had learned to the group 
of young men he gathered around 
him. 


He Trained Young Staff 


To Run the Business 


Many of these young men 
passed on to important jobs with 
other companies. But that did 
not break the chain of relationship 
which had been established, for 
they continued to correspond with 
him, and regarded him as their 
mentor. Those who remained were 
given increasing responsibilities 
conforming to their special talents 
and abilities, as against the day 
which came May 26 when Mr. 
Cockrell, his task completed, 
passed on to the rest no man 
ever deserved more. 


The most important character- 
istic of F. M. Cockrell, as we have 
noted, was his integrity. That 
became the most important char- 
acteristic of his publication. The 
News could not, and cannot, be 
bought. Often he said: 


“I would rather go bankrupt 
than betray the confidence of our 
subscribers by printing a false- 
hood, or coloring or shading a 
report.” 


Independence of the News 
Demonstrated Again & Again 


Attempts are frequently made 
to corrupt most publications, and 
the News has not been spared 
this indignity—although nobody 
has ever tried it twice. And the 
present staff of the News—with 
the family that stands united 
behind it—means to carry on that 
tradition at any cost. 


Another word which well ex- 
presses this spirit of integrity, 
which has become “the length- 
ened shadow of one man,” is 
INDEPENDENCE. That was one 
of F. M. Cockrell’s favorite words. 
He sometimes went to extreme 
lengths to demonstrate his per- 
sonal independence, as well as that 
of his publication. Over and over 
again he showed the world that a 
principle was far more important 
to him than money. Yet in spite 
of—or, more likely, because of— 
this attitude, he prospered. 


‘Honesty Is Best Policy’ 
—and Pays Dividends 


It is no longer necessary to 
prove the independence of the 
News. That fact has become 
thoroughly established, and is 
recognized by the entire industry. 
It is a policy which has paid rich 
dividends—not only in making the 
NEWS a valuable publishing prop- 
erty, but in the esteem with which 
it is held by its readers. 


Many hundreds of subscribers 
have renewed their subscriptions 
year after year, without solicita- 
tion, for a period of time dating 
back almost to the first issues. 
Their confidence, their personal 
friendship, is an asset which 
cannot be valued in monetary 
terms. It is an asset which 
transcends any mere net worth in 
dollars and cents. And it is this 
asset, this confidence in the 
integrity of the NEws, which was 
F. M. Cockrell’s goal, and which 
is now his monument. 


The present staff of the NEws 
pledges itself, to a man, to the 
sturdy maintenance of the princi- 


in the business world, had risen 
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It dedicates 


ples of the founder. 


its labors and its energies to the 
task of giving the industry the 
kind and quality of a publication 
the industry deserves. 


In this task the staff humbly, 
but confidently, asks the continued 
cooperation of the industry, the 
continued respect of its readers, 
and the continued good will of its 
friends. 


We shall carry on. 


LETTERS 


He Spoke For Himself 
—Not the Ft. Wayne 
Air Conditioning Council 


Air Conditioning Council of 
Fort Wayne 
Office of the Secretary 
P. O. Box 553, Fort Wayne, Ind. 
May 22, 1940 
Editor: 

Your misleading headline of May 8 
caused something of a tempest in a 
teapot here, because it erroneously 
reports on the activities of the Air 
Conditioning Council of Fort Wayne. 

We distinctly do not seek repeal 
of the local licensing ordinance, in 
fact, every member feels that it may 
be of real benefit to the public and 
to the industry. None of our members 
has sought to avoid payment of the 
license or inspection fees; on the 
contrary, our members have a 100% 
record of compliance in this matter. 

What the writer told your reporter 
about the loosely drawn sections of 
the ordinance, which sections, no one 
observes, was badly misquoted. For 
example, the section referring to an 
“Inspector of Buildings,” as you re- 
ported it, could be misinterpreted to 
mean there was no Heating Inspector, 
which is far from correct. 

We do have a Heating Inspector, 
and I think it is the unanimous 
opinion of our members that no 
better man could have been appointed. 
He does not want such absurdities 
as the Section on velocities in the 
Code, and since none of us who do 
good work pay any attention to it, 
has thus far, let the designer use the 
velocity required. 

He realizes that when the Code 
sets a limit of 550V. on high wall 
registers, and the register manufac- 
turer’s rules call for 750 to 1,000, we 
must, in fairness to our customer, 
violate the Code. But as he very 
properly remarked at an open meet- 
ing he called for the purpose of 
getting corrective amendments, if the 
majority of the heating men insist 
on putting rules in the Code, all he 
can do in the future, is enforce those 
rules. 

If we do violate those rules, under 
a new amendment recently proposed, 
a group consisting of three heating 
contractors, two journeymen, and one 
engineer, may revoke the offender’s 
license. 

However, the Air Conditioning 
Council as a group, has not the 
slightest thought of interfering with 
this activity, for as one member 
expressed it, anything unfair or im- 
proper cannot be enforced, to the 
injury of the public. Our individual 
members are willing to help, but since 
there is no disposition to accept such 
help, the matter simply rests there. 

As a Council, we have no desire to 
impose any regulations on any one 
except our own members. We feel 
that we can accomplish more good 
by weekly man-to-man meetings, in 
elevating our own standards, than by 
any attempt to police the industry 
as a whole. 

Membership in the Council has 
been extended to every one in the 
air conditioning business, by open 
public invitation. We are not inter- 
ested in roofing, sheet metal, or 
gravity heating, excepting that some 
members engage in the latter, as a 
minor activity. Our interest lies in 
mechanical heat and cooling. 

Our thought is rather to set such 
high standards of performance among 
our own members, that every Council 
Member may be proud of one an- 
other’s work, to make the recent 
improvements and advancements in 
mechanical heat and cold immedi- 
ately available to the public, so that 
the citizens of Fort Wayne may feel 
that they may buy, with complete 
confidence, from any Council Member. 

I want it distinctly understood that 
it is merely my own personal opinion, 
expressed to your reporter, that such 
a method of procedure is far better 
than any minimum code of standards 
which must be enforced by a police- 
man. 

Further, it is not the opinion of the 
Council, but distinctly my own 
opinion, when I stated that the Code 
had been drafted by a group of 
gravity furnace men for the benefit 


of the sheet metal portion of the 


industry, but to the detriment of 
mechanical warm air heating, since 
it rules out the benefits of recent 
improvements, such as high velocity 
draftless diffusing air fixtures, better 
duct design, the advantageous use of 
two speed constant fans by the 
elimination of the dirty and danger- 
ous practice of sealing joists and stud 
spaces for return airs, setting up in 
place of such modern improvements, 
a group of rules which would benefit 
a gravity job (but are not required 
by the National Gravity Code), and 
causing these to be enforced on a fan 
job, where they are. not needed, 
cloaking all this with the official 
authority of the City Enforcement 
Code, lending an air of authenticity 
to a system which may be wholly 
meretricious, as to actual results. 


We have just torn out such a fully 
approved system which was nothing 
but a pain to the owner, replaced it 
by one which cannot get approval 
under a strict Code ruling, but which 
cured all the owner’s complaints of 
drafts, uneven heating, and costly 
operation. 

Will you kindly make it clear to 
your readers that the Council has 
taken absolutely no cognizance of 
this matter, that the opinion ex- 
pressed by the writer was wholly and 
simply his personal, and very warm 
opinion. 

Everett S. Buck 


May 1 Issue Goes 
Into A Sales Kit 


239 East Kingsbridge Road 
Bronx, New York City 
Sirs: . 


Enclosed please find money order 
for $4 to cover renewal of my sub- 
scription for one year. May I say 
that I consider this one of the finest 
investments anyone in this field can 
make if he wishes to keep abreast 
of what’s going on around him. 


This point was made only too clear 
after receiving your May 1 issue in 
which you presented the complete 
comparative specifications of all the 
competing lines in the portable and 
self-contained unit lines. A _ service 
such as this is invaluable to anyone 
on the selling line, regardless of 
which product they’re selling. 


So necessary is this information to 
me that I am asking you the favor 
of sending me two additional copies 
of this particular issue which I intend 
using in the different sales kits I 
have for my different classifications 
of equipment. Should there be any 
charge for these please forward the 
bill at the time of mailing the copies 
and I will gladly refund the amount 
immediately. Your prompt coopera- 
tion on the above request will be 
deeply appreciated. 


JOSEPH A. LAPAL 


March 27 Issue Gave 
Sizes, Etc. on ‘40 Models 


Godfrey M. Weinstein & Co., Inc. 
Building Construction 
1400 Broadway 
New York, N. Y. 
Sirs: 

We are in the market for refrigera- 
tors for alteration jobs, and we would 
like to obtain the data sheet which 
was published in your magazine some 
time ago, containing the size of 
boxes which are on the market, 
together with their dimensions. 

If you have a reprint of this 
sheet, we would appreciate receiving 
it from you, and will be glad to pay 
you any charges in connection there- 
with. 

S. P. OPPENHEIMER 

Answer: You probably have refer- 
ence to our annual Household 
Refrigerator Specifications issue of 
AiR CONDITIONING & REFRIGERATION 
News, which includes data on all 
models of all leading makes of house- 
hold electric refrigerators. 


The issue this year was the 
March 27 number and a copy of it 
is available at a cost of 20 cents, or 
three for 50 cents. Please address 
your order to our _ subscription 
department. 


Tabulations Slighted 
Chicago Air Cooling Jobs 


Frigidaire Division 
General Motors Sales Corp. 
Dayton, Ohio 
Editor: 

In the May 1 issue of the Am 
CONDITIONING & MREFRIGERATION NEWS 
you list the 1939 installations of air 
conditioning in Chicago. 


In checking over this list to com- 
pare Frigidaire performance with 
those of various competitors, I have 
found what I believe to be an error 
in the total horsepower for all in- 
stallations in Chicago. Your tabula- 
tion shows a total of 4,765 hp. and in 
checking less than two thirds of the 
list I have already arrived at a total 
of 5,667 hp. I haven’t taken the time 
and trouble to add up the entire list, 


but perhaps you would care to do so, 
in order to verify or disprove this 
apparent mistake. 

I would like to add that this and 
the ether tabulations of installations 
are of considerable interest to us and 
we hope you will continue to publish 
reports on many other cities. 

E. C. Lewis, 

Marketing and Organization Dept. 


Answer: Chicago’s 1939 air condi- 
tioning installations were published 
in the May 1 issue of AiR CONDITIONING 
& REFRIGERATION News with the totals 
given as 333 installations and 4,765.00 
hp. These were the totals furnished 
the News in a summary of the year’s 
installations. Actually, however, names 
of 361 Chicago purchasers of air 
conditioning were published with the 
address, make of equipment, installer, 
tonnage, and horsepower of each, 
making an actual total of 8,503.41 hp. 
for 1939. 


a 


Air Cooling Statistics 


San Diego Consolidated Gas & 
Electric Building 
San Diego, Calif. 


Editor: 
We would like to make some 
additions and _ corrections to the 


report which we recently ‘sent you 
regarding air conditioning installa- 
tions in this territory. The corrected 
names and equipment manufacturers 
are as follows: 


Industrial 
Chula Vista Citrus Assn.......... Carrier 
Escondido Lemon Assn............ Carrier 
Fallbrook Citrus Assn............. Carrier 
San Diego Consolidated Gas & 

CNTR GG 5 55040065%50-00800 S804 Carrier 
Drug Store 
Ge Oo iks icidceessaveds Frigidaire 
Miscellaneous 
re Cr Kelvinator 
Kay Jewelry Co......... General Electric 
WP 6555-64:0595060290505.45008% Frigidaire 
tO? TN iivessscueccaceiens Frigidaire 


We regret that the original list 
sent you was in error and hope that 
you will correct your records in 
accordance with the above. 


P. P. PINs, 


Does the ‘P.S.’ Knock or 


Boost the Climate? 


483 E. Alvarado St. 
Pomona, Calif. 
Sirs: 

Enclosed find check for renewal of 
my subscription and I would also 
like a copy of manual S-1 (specifica- 
tions to 1936). I didn’t see any com- 
bination including this manual so 
please send it C.O.D. Also, as of 
today, I have not received my copy 
of the May 8 issue, if my subscription 
has expired, please renew it from the 
expiration date as I do not care to 
miss out on any issue. 

Harotp E. CuLurr 


P.S. We're getting air conditioning 
weather early out here. 


Mr. Nolt Finds 
It Helpful 


Bareville, Lancaster Co., Pa. 


Sirs: 

I am sorry to say that I have not 
as yet received a copy of the NEws 
issued March 27. I have received a 
copy of the April 3 issue on the 
regular day. This is the first copy I 
have failed to get in the several years 
I am getting your publication. I 
would appreciate it, if you would 
look this matter up for me. 

The helpful material including the 
latest data on equipment used in the 
refrigeration and air conditioning 
field that is published in the News 
is a great help to me, in my work 
and I am very enthused reading each 
issue upon arrival. 


NoRMAN H. NOLT 


Most Important 


1306 Elm St., Utica, N. Y. 
March 30, 1940 
Sirs: 

Don’t stop my copies of the News. 
I am a refrigerator salesman, and 
the News is my most welcome and 
most important reading matter, and 
I just can’t do without it. 

JOHN L. PETACCIA 


Small Shop Owner 


508 Lake St. 
South Fork, Pa. 
Sirs: 

Please renew my subscription t° 
the Air CONDITIONING & REFRIGERATION 
News for three months and also sen 
me your household manual No. 
Enclosed find money order for $2.00. 
Your paper is the best thing for the 
small shop owner I have seen yet. 

THomas E. PAvl 
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lf You Want To Know How Cooperation 
Can Curb Appliance Selling Evils, Read This 


OAKLAND, Calif.—Demonstration 
of what can be done to keep trade 
practices clean in electrical appliance 
retailing through the cooperative 
action of dealers in a territory is 
to be found in recent bulletins de- 


scribing some of the activities of the’ 


Appliance Dealers Trade Association 
of Alameda and Contra Costa Coun- 
ties, California. 

The association has a paid secre- 
tary who maintains an office, and 
who insists that complaints of unfair 
trade practices be communicated 
direct to his office. The following 
paragraphs excerpted from the con- 
fidential bulletins of the association 
(with name deleted), indicate how 
this cooperative work can be effec- 
tuated: 

‘“«.. » AD orchid to 
distributor) and Mr. for 
prompt and effective action as fol- 
lows: we found a local dealer had 
made a cash discount of $56 on a 
ee ie refrigerator. We laid the 
matter before Mr. with a 
request that he secure a refund to 
the dealer who was skinned out of 
the sale. Within 24 hours Mr. 
handed us the offending merchant’s 
check for $56 which we have turned 
over to the merchant who lost the 
deal. This is the kind of distributor 
cooperation that makes life worth 
living. Ps 

OS oid certain manufacturer has 
made a gesture of cooperation with 
retailers that is one of the finest we 
have experienced. As you know, the 
company had developed a _ nation- 
wide plan for throwing back through 
retail stores the purchase of their 
products by their employes which 
have heretofore been made through 
the company. But when Mr. 
learned that the overwhelming ma- 
jority of merchants in the San 
Francisco-Oakland area were op- 
posed to the plan because of the 
danger to our “one price” retail 
structure, he generously withdrew 
the plan in this area... .” 

... Through our efforts a certain 
stove bootlegger working the south 
end of Alameda county has been put 


eee ee ee eee 


out of business. The retailer who 
was working with the bootlegger 
was given his choice of behaving 
himself or getting out of business 
entirely. Manufacturers will watch 
him closely—and so will we. This 
retailer had a habit of using other 
stores as showrooms. Pa 


“, . . We notice a clause in the 
new Corp.’s special terms 
bulletin to dealers, that ‘We do not 
recommend that you offer these 
terms to everyone regardless of 
credit, but here is a chance to offer 
something special to your preferred 
prospects.’ Stores parties to the 
Community Credit Policy of the 
Association and stores which observe 
the ethics of good advertising prac- 
tice do not, of course, advertise 
extravagant terms; they feel privi- 
leged to offer any customer, in the 
store, such terms as her credit 
standing may justify. We can as- 
sume that no dealer is going to 
advertise such long terms... .” 


“... (A certain mail order house) 
gives us a fine piece of cooperation 
this week. Their company came out, 
nationally, with a washing machine 
‘package offer.’ Knowing the policy 
of this association against ‘packages’ 
the company voluntarily withdrew 
the offer in this territory. Similarly, 
this same company last fall had a 
national campaign on refrigerators, 
‘$5 down and nothing until March, 
1940. ’ It was not offered in this 
omen. ...” 


“. . . (Another mail order house) 
conforms rigidly to our Community 
Credit Policy and other merchandis- 
ing policies of this association, and 
do not run promotional offers that 
are contrary to local retail policy... .” 


. Again we ask that you write 
or telephone your complaints to the 
office. Particularly, when a customer 
tells you she has been offered an 
excessive appraisal, if you will excuse 
yourself right then and telephone us, 
we can check back while you are still 
talking to your customer. That will 
quite often save you the deal and 
some money... .” 


eee eeeee 


Apartment Dwellers Buy 
On ‘Rental’ Plan 


DENVER — Selling major appli- 
ances on a “rental” rather than on 
an “instalment purchase” basis is 
the angle being used successfully by 
Atlas Appliance Co., which is 
operated here by the Atlas Motor 
Finance Co. 


The company has found that many 
people, particularly those living in 
apartments, dislike the idea of 
encumbering themselves by the pur- 
chase of heavy, bulky equipment of 
this nature, and so are attracted by 
the rental story. 


Then when and if, after using the 
equipment awhile, the customers 
become sold on the advantages of 
the appliance they are renting and 
wish to buy it, the rental which 
they have paid is applied against 
the purchase price. 


Atlas salesmen have found it 
easier to sell a washing machine, 
for instance, on a rental plan of 
$2 per month than to sell it on a 


time payment plan of 50 cents a 
week. 


Montgomery, Ward & Co. 
Opens New Store 


SHAWANO, Wis. — Montgomery, 
Ward & Co. is opening a new retail 
Store here under the management 
of C. C. Mickelson, formerly of 
Casper, Wyo. Stock will include a 
line of appliances. 


Westinghouse Earnings Up 
72% In First Quarter 


EAST PITTSBURGH, Pa.—Direc- 
tors of Westinghouse Electric & 
Mfg. Co. have declared a dividend 
of 871% cents on the common stock 
and an equal amount on the preferred 
stock of the company, payable May 
29 to stock of record May 7. 


Net income of the company (all 
divisions) for the first quarter of 
1940 was $4,041,429, an increase of 
72% over the $2,356,151 reported in 
the same period of 1939. Unfilled 
orders for the period amounted to 
$82,637,841, compared with $46,924,- 
240; sales billed during the three 
months totaled $51,448,038, a gain of 
25% over those for the same months 
of last year. Total sales for this 
period of 1939 were $41,291,981. 


All company plants are _ busy, 
A. W. Robertson, board chairman, 
told directors, and most of them are 
working full time. 


Medical Food Council 
Approves Birdseye Peas 


NEW YORK CITY —Birds Eye 
quick-frozen green peas has been 
awarded the seal of acceptance of 
the Council on Foods of the 
American Medical Association, re- 
ports Edwin T. Gibson, president of 
Frosted Foods Sales Corp. This is 
the first time the seal has been 
awarded to a quick-frozen food, Mr. 
Gibson said. 


Price No Secret on This Sales Floor—Labels Tell All 


LIMA, Ohio—‘‘The modern pur- 
chasing public is definitely price 
conscious, and therefore there’s no 
use in trying to keep the price of 
any piece of merchandise a mystery.” 

With this categorical statement 
Dean W. Griffin, manager of the 
appliance department of The J. W. 
Rowlands Co. department store here, 
flatly challenges that theory of sell- 
ing ,which holds that the price of 
an article should be withheld from 
a customer until the final stages of 
the sales presentation. 


So Mr. Griffin works on exactly 
the opposite principle. Believing 
that price is a primary consideration 
with most any customer, he uses 
price as the first step in his sales 
story. 

To make this approach as direct 
as possible, Mr. Griffin has labeled 
every refrigerator on his sales floor 
with a wide colored band bearing 
the brand name, the size, and—in 
biggest letters of all—the price. 


Eschewing the customary small and obscure price tags, D. W. Griffin 
has rigged up his refrigerators with these eye-catching, colored posters. 


SAORLAN FIRST AGAIN: 


Ordinary cylindrical push rods natural- 
ly have less clearance between the rods and the holes 
permitting moisture to collect and freeze quickly in this 
small area wherever abnormal moisture conditions occur 
BUT, when you install 


in the refrigeration system... 


with the New S. 


Another SPORLAN Achievement 
which assures Peak Performance 
on all Refrigeration Installations 
even under abnormal moisture 
conditions. 


Service Engineers everywhere will be happy to 
learn that now, for the first time, the detrimental 
effect of abnormal moisture that unavoidably 
occurs in some refrigeration systems can be further 
minimized by installing SPORLAN Thermostatic 
Expansion Valves with the new SPORLAN tri- 
angular push rods. 


The increased clearance provided by the new 
SPORLAN triangular rods over the ordinary 
cylindrical rods and the holes eliminates the possi- 
bility of erratic valve operation or sticking due to 
moisture freezing on the rods. 


\ \ 


SPORLAN Thermostatic Expansion Valves equipped 
with the new SPORLAN triangular push rods, the extra 
large clearance eliminates this possibility. This is just 
another reason why YOU CAN INSTALL SPORLAN 
VALVES WITH CONFIDENCE. 


SPOEHRER-LANGE COMPANY 


3725 Commonwealth Avenue, St. Louis, Missouri 
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Tuthill Distributors 
Named In 24 Cities 


CHICAGO—Appointment of dis- 
tributors to handle the sale of the 
new Tuthill Automatic Freezette in 
24 of the country’s major trading 
areas has been announced by H. T. 
Kessler, vice president in charge of 
the refrigeration products division 
of Tuthill Pump Co. 

Further appointments in open 
territories are being made in special 
private showings in key cities. Cur- 
rent showing is being held at the 
Pennsylvania hotel in New York 
City. Following this, a similar ex- 
hibit will be held in Philadelphia. 

Among trading areas already 
franchised are Racine, Milwaukee, 
Buffalo, Syracuse, Salt Lake City, 
St. Paul, Minneapolis, Slayton, Minn., 
Indianapolis, South Bend, Nashville, 
Chattanooga, Wichita, Sabetha, Kan., 
Galesburg, St. Louis, Columbus, Des 
Moines, Davenport, Cedar Rapids, 
Detroit, Pittsburgh, Clovis, N. M., 
and Springfield, Mass. 


Truck Driver Invents 
New Cooling Device 


MILWAUKEE — Fruit and vege- 
tables can be kept in good condition 
for five days, it is reported, in a 
stand equipped with temperature 
control which was designed by 
Arthur F. Lambrecht, truck driver 
for E. R. Godfrey & Sons Co., 
wholesale grocery firm here. 

R. J. Reichard is associated with 
Mr. Lambrecht in developing the 
new stand, patents for which are 
pending. 


G-E Distributor Moves 
To New Quarters 


WOODBRIDGE, N_ J.—Kingberry 
Engineering, General Electric air 
conditioning and commercial refrig- 
eration dealer, has moved its head- 
quarters to 686 St. Georges Ave. here. 
It formerly was located at 291 Smith 
St., Perth Amboy. Paul D. King- 
berry heads the company. 


FOR LOW TEMPERATURE 
APPLICATIONS 

® Our engineering de- 

partment will gladly 

place itself at your dis- 


posal in the solution of 
any quick-freezing or 
storage problem. , 


SMALL, SELF-CONTAINED 
“PACKAGE-TY PE“ Units 


—for the new Frozen 
Food Cabinets with 
low, compact mount- 
ing dimensions. 


1/5, 1/4, 1/3 HP. 


| "Write for Catalogs aa Special Data Sheets. 


MERCHANT & EVANS COMPANY 


MANUFACTURERS *¢ Established 1866 


PHILADELPHIA, PENNA. 


¢ Plant: LANCASTER, PENNA. 


Walk-in ‘Window’ 
Boosts Meat Sales 


MINNEAPOLIS — The_ walk-in 
cooler installed in the Twentieth 
Century Market here serves aS a 
show window as well as a storage 
place for meats. 

Instead of placing its cooler to- 
ward the rear of the store, as most 
markets do, the Twentieth Century 
Market had the box installed up 
front, separated from the sidewalk 
only by a show window, so that 
pedestrians could look inside. 

The refrigerator is 54 feet long, 
and occupies 10 feet of the width 
of the building. Large sections of 
meat hang on hooks within sight of 
the street. “Cuts” also are prepared 
by butchers in full view of passersby. 

“We were taking valuable front 
space away from our selling depart- 
ment, but we decided to risk this for 
the sake of the advertising we would 
derive,” explained L. W. Nelson, 
secretary of the market. 

“We are more than satisfied with 
results during the first eight months. 
One of the principal benefits of hav- 
ing the cooler up front is that we 
are now able to show the public 
how cleanly our meats are stored 
and processed.” 

Mr. Nelson believes the installa- 
tion in the Twentieth Century Mar- 
ket is the only one of its kind in the 
country. 


Transport Cooling Firm 
Takes New Offices 


NEW YORK CITY — Mobile Re- 
frigeration, Inc., has leased space on 
the fifteenth floor of 10 Rockefeller 
Plaza, Rockefeller Center, for occu- 
pancy June 1. Offices of the firm, 
which manufactures refrigerating 
equipment used to preserve food 
perishables while being transported 
in trucks, trailers, and railway box 
cars, have been located at 118 East 
40th St., since the company was 
organized three years ago. 


Commercial Refrigeration Dealer 
Builds Larger Showroom 


TULSA, Okla.—E. R. Heiliger Co., 
Frigidaire commercial refrigeration 
dealer here, has converted four store 
rooms at 114-120 N. Boston Ave. 
into an extensive display and sales 
department, moving to the new quar- 
ters from a smaller location occupied 
previously. 


DESIGNED 


for 
BARS = TAVERNS 


DRUG STORES and 
CONFECTIONERIES 


A few territories are still available. 


‘Soda-Water Maker ker 


describing this factory guaranteed, 
Carbonator. 
will bring complete information. 


HUDSON MANUFACTURING CO., INC. 


4105 Cass Ave. Detroit, Mich. 


It’s Foolproof ... Guaranteed . . 
Automatic! Cuts Carbonation Costs to the Bone 
... Provides Every Soda Water User a Low 
Cost, Self-Contained, Space-Saving Carbonator! 
Get the Selling Facts on the 1941 PERFA-SODA 
Today! It is low priced—compact— noiseless in 


Write today for 
full franchise particulars! Let us send literature 
economical 

A request on your business stationery 


Ree Ar 


. and Completely 


operation—requires no electric current—has only 
two moving parts—fits the space available for it 
—has capacity that meets the need! Perfa-Soda is 
time-tested, efficient... designed for bars, taverns, 
confectioneries, clubs, drug stores and soda fountains 
...and it is built to last! No costly losses from 
servicing and repair upkeep. 


Write Immediately 
for 
Ilustrated Folder 
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MAKERS OF THE NATIONALLY KNOWN PERFA-DRAFT AND PERFA-TEMP 
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Now We Have the 


Passers-by can look right into the 
large walk-in refrigerator installed in 
the Twentieth Century Market at 
Minneapolis through a plate glass 


Cooler 


‘Look-In’ 


show window. White-coated butchers 
work in full view of the street, while 
the front portion of the refrigerator 
is used as a display. 


‘Zoned’ Refrigeration System In Department 
Store Cuts Power Cost & Gives Better Control 


ST. LOUIS — Individual ‘“zones” 
operated by single condensing units 
were used in designing the new 
75-hp. commercial refrigeration sys- 
tem completed in the Stix-Baer- 
Fuller department store here last 
month. The new Frigidaire direct 
expansion system supplements a 
brine circulating ammonia system 
which required the use of 150-hp. 
refrigeration system. 

According to J. S. Tenga, manager 
of the local Frigidaire commercial 
department, the $26,000 system pro- 
vides a variety of temperatures for 
all types of commercial refrigeration 
equipment. Condensing units are 
located in several sections of the 
large store. 

Ten compressors, located in the 
basement of the building, provide 
refrigeration for a variety of first 
floor and basement requirements. 
These include ice cream making, 
hardening, reach-in refrigerators 
used in food storage, water cooling, 
salad counters, vegetable boxes, and 
soda fountains. 

Temperatures vary as much as 
10° F. between the various units; 
control is by means of thermostatic 
expansion valves, and suction line 
constant pressure valves. Thermo- 
static valves are checked and reset 
monthly. 


On the sixth floor of the building, 
a new four-section walk-in cooler, 
measuring 24 ft. x 10 ft., is located 
in the kitchen which serves the 
main dining room in the store. This 
cooler is divided into short-order 
and meat compartments, kept at 
38° F.; low temperature fish case, 
at 32° F; vegetable storage com- 
partment, at 45° F.; and a dairy 
products section, kept at 40° F 


Added to this is a _ refrigerated 
storage bar for salads, and a battery 
of reach-in refrigerators. A large 
water cooling system supplies 40° F 
water for the sixth floor dining 
room. 


On the eighth floor of the build- 
ing, a small air conditioning unit 
cools the candy-dipping rooms, where 
temperatures of 75° F. are neces- 


see Makes >", 


sary. <A large bakery ingredient 
storage box is kept at 40° F. 


Located on the same floor is a 
large three-section fur vault, kept 
at 45° F. by cold air passed through 
a small duct system. The sections 
are used for store inventory stock, 
repair department furs, and cus- 
tomer storage. 


All compressors used on the system 
are equipped with evaporative con- 
densers or cooling towers, to conserve 
condensing water. The multiple sys- 
tem was used so that a break-down 
in one part of the institution will 
not affect service in any other part. 


Unit Air Gonditioners 


And get the benefits of Frick 
dependability and Frick economy, at 
the same time. Large slow-speed 
refrigerating machines give quiet 
operation and longest life; water 
cooled motors and machine spaces 
give extra capacity—more cooling 
effect per dollar. 


Increase your warm-weather trade; 
install a Frick Conditioner now: 
Units are built in 3 and 5 horsepower 
sizes. Branches and Distributors all 
over the world. Write: 


DEPENDABLE REFRIGERATION oer i362. 
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2,158 Locker Plants In | 
U. S.; lowa Has 350 


WASHINGTON, D. C.—Iowa, the 
state in which the refrigerated 
locker plant industry first gained its 
jmpetus, still leads the field in 
number of plants installed, with 350 
to its credit, according to latest 
reports received by the U. S. Depart- 
ment of Agriculture. 

Three other states, only one of 
which is not in the midwest, have 
reached the 200-plant bracket. These 
are Washington with 260, Wisconsin 
with 225, and Minnesota with an 
even 200. 

Eight states—Connecticut, Ken- 
tucky, Massachusetts, Nevada, New 
Hampshire, New Mexico, Rhode 
Island, and South Carolina—have no 
plants at all. 

A complete state-by-state listing 
of locker plants follows: 
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Operator Asks Revision 
Of “Butchering’ Law 


MAQUOKETA, Iowa—Revision of 
an ordinance prohibiting operation of 
slaughter houses within the city 
limits is being considered by 
Maquoketa’s city council on the 
petition of Edward Kirchoff, who 
recently was fined for adding a 
killing room to his locker plant here. 

Mr. Kirchoff admitted that he 
failed to investigate the city ordi- 
nance before making this addition, 
but assured the council he would 
comply with all regulations estab- 
lished if an ordinance were adopted 
allowing operation of such a plant. 
He was supported in his plea by a 
number of business and professional 
men, aS well as farmers. 

The following provisions were sug- 
gested to the council for incorpora- 
tion in the new law, if one is 
formulated: (1) Plants must be con- 
structed of brick, tile, or similar 
material. (2) Inside finish of kill- 
ing room must be impervious to 
Moisture. (3) Ventilating system 
must provide a complete change of 
alr every hour. (4) Plant must be 
equipped with proper sewage con- 


nections. (5) Hot and cold running 
water and live steam must be 
available. 


_ It was pointed out that slaughter- 
ing under these conditions would be 
Safer, from the standpoint of public 
health, than slaughtering on _ the 
farm, where it is impossible to meet 
Strict Sanitary requirements. 


Plans $5,000 Addition 


BEAVER DAM, Wis. — Robert 
Wolgram is planning the erection 
of a $5,000 addition to his cold 
Storage locker plant here. The addi- 
tion will be one story high, measure 


30 by 44 feet, and be constructed of 
brick and tile. 


Dermott, Ark. Plans Plant 


DERMOTT, Ark. — Plans for 
oe a quick-freeze locker plant 
ere have been started by members 
of the chamber of commerce. 


Newspapers Will Aid 


In Locker Promotion 


DALLAS, Tex.—Good way to get 
free publicity for a locker plant 
either proposed or already under 
construction is to contact the editors 
of newspapers ‘in the locality in 
which the plant is being or is to 
be built. 

This advice comes from H. W. 
Cline, head of Southern Refrigera- 
tion Co. here, who has used this 
system himself with success. 

Most small town or country news- 
paper editors, Mr. Cline has found, 
are eagerly interested in such proj- 
ects, and are usually more than 
willing to use their editorial 
columns to announce such _ enter- 
prises and to report their progress. 


Pa. Plans State Frozen 
Food Association 


HARRISBURG, Pa.—An_ organi- 
zation committee, the first formal 
step in formation of the Pennsylvania 
Frozen Food Association, was named 
at a meeting here May 13, when 18 
frozen food locker operators and 
distributors met at the Penn-Harris 
Hotel. 

C. L. Snavely, of Lancaster, who 
was chosen chairman of the com- 
mittee, said the association was 
being formed to encourage _ the 
general use of frozen food lockers; 
to increase the mutual welfare of 
members, and to promote better 
practices among locker operators. 

Members of the organization com- 
mittee are: Mr. Snavely, chairman; 
V. C. Patterson, of York; M. J. 
Harrington, of Dushore; H. G. 
Godschall, of Lansdale; and Roy 
Eberley, of Denver, Pa. 


lowa Farm Bureau Holds 
Educational Meetings 


OXFORD JUNCTION, Iowa — 
Jones county farm bureau recently 
sponsored a series of meetings on 
locker storage plants in cooperation 
with the extension service of Iowa 
State college. Meetings, in charge 
of Evalyn Hollen of the college 
staff, were held at Anamosa, Onslow, 
Monticello, and Olin. 


Oklahoma City Plant To 
Have 5,000 Lockers 


OKLAHOMA CITY, Okla. — Space 
for 5,000 cold storage lockers is 
provided in a new $100,000 frozen 
foods plant under construction at 
1124 Linwood Blvd. here. It is 
claimed the plant, when completed, 
will be the largest of its kind in the 
world. 


Building permit for the locker 
plant was issued to the Nuway 
Laundry Co., which has_ been 
operated here for the past 16 years 
by Pat Denham. Mr. Denham, who 
is personally supervising all con- 
struction work, will also  super- 
vise installation of machinery and 
other equipment, which will include 
Frick refrigeration and Knicker- 
bocker lockers. 


The locker plant adjoins the west 
wall of the Nuway laundry and the 
two plants together will cover 
an entire block. Completion is 
scheduled sometime during May. 
Locker reservations are already being 
booked. ot 

Sharp freeze and butcher service 
will be provided, and according to 
daily radio announcements now going 
out over KOCY, local broadcasting 
station, the Nuway plant will offer 
meat, fruits, and vegetables at 
“wholesale prices’ to locker patrons, 
who have them processed. 

Also, Mr. Denham said, a line of 
frozen foods, to include fruits, small 
vegetables, and seafoods, will be 
distributed under the label ‘Nuway 
Frosted Foods.” 


Wisconsin Operators Hold 
First Annual Meeting 


MADISON, Wis.—First annual 
meeting of Wisconsin’s state associa- 
tion of locker plant operators was 
held here April 29 to May 1, 
concurrently with the two-day locker 
conference sponsored by University 
of Wisconsin’s college of agriculture 
April 30 and May 1. 

Initial session of the conference 
featured a survey of “The Present 
Status of the Locker Industry 
in Wisconsin” by Prof. Marvin A. 
Schaars of the University’s depart- 
ment of agricultural economics, and 
a talk on the “Fundamentals of 
Refrigerating Engineering” by Prof. 
F. W. Duffee of the school’s depart- 
ment of agricultural engineering. 


Cabinet For Frozen Food 
Loaned To Customers 


PHILADELPHIA —Latest wrinkle 
to be injected into the merchandising 
of frozen foods is that being intro- 
duced by Bob White Frosted Foods, 
Inc. here—the supplying of cus- 
tomers with individual low-tempera- 
ture frozen food storage cabinets to 
be installed in their kitchens on a 
loan basis. 

These cabinets come complete with 
built-in compressors, and can _ be 
plugged in at any light socket. 
They offer storage space of 2 to 
3 cu. ft., and have a capacity of 
60 to 90 packages of frozen food. 
Power costs, it is said, run about 
75 cents a month. 

Basis of the Bob White set-up is 
a door-to-door delivery service via 


a fleet of refrigerated trucks using 
dry ice cooling. The company’s 
local headquarters in a remodeled 
building formerly occupied by a 
super-market contains five freezer 
rooms capable of storing several 
carloads of frozen food. 

The Bob White operation here is 
conducted under a franchise from 
Bob White Frosted Foods Corp. in 
New York City, the parent dis- 
tributing organization. 


Locker Licensing Discussed 


APPLETON, Wis.—Proposed rules 
and regulations governing the licens- 
ing and operation of refrigerated 
locker warehouses under the state 
cold storage act were discussed at 
a hearing conducted here May 16 by 
R. M. Orchard, attorney for the state 
department of agriculture and mar- 
kets. 


before filling. 


All Virginia refrigerants receive exhaustive lab- 
oratory analysis before shipment. 

And every cylinder that leaves our plant is sealed 
with a tamper-proof red cellophane cap. This es- 
sential protection is offered only by Virginia. 


Here’s your proof that you’re 
getting your full money’s worth—in quality and 
protection—when you buy Virginia. 

Every Virginia Cylinder is inspected individually 


A POPULAR LINE OF LOW-PRESSURE 
REFRIGERANTS 


° 
ip ae DRY ESOTOO - V-METH-L - METHYLENE CHLORIDE 
‘4 


pace PE AO 


~ - 


be ae eee ; 


’ § ¥ 
wie Sy ie Fe 


ir fa ie 


ee 


— 
—_ 


BY 


* circulation. 


through. 


h WN 


yaeee 


A LESSON IN 


1. Pan Hanger of heavy gauge aluminum. 


Cold air flue designed for positive air 5 


Circulator Coils 


Yes, Folks, these circulator coils are complete evaporators—a modern develop- 
ment on a “proved” sound engineering principle. Only Bush offers all these features: 


ENDS FINISHED—NO RAW EDGES. 


Specially treated paper strips between top 
and bottom of pan. 


Fibre washers—condensate CAN'T run & Paraffin dipped wood spacers prevent cold 


conduction. 


drain. 


Bush Circulator Coils are made for standard size walk-in coolers, or 
are custom made to your particular specifications. And remember 


—all Bush surface figures are for ACTUAL EXPOSED AREAS. 


No necessity to include safety factor when figuring Bush surfaces. 


WRITE FOR THE NEW CATALOG TODAY 


+ Perey. 


- HARTFORD,CONN. ¢ 410 N. OAKLEY BLVD., CHICAGO, 


= 


PANS HAVE 1” INSULATION COM- 7 Large overdrain—eliminates all spill from pan 
* PLETELY SHEATHED IN ALUMINUM. . 
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From Yq to 
25 TONS 


- 
of refrigeration 


ne Refrigerating eel Air ; 
; Conditioning equipment com- . 
prises air and water cooled 
condensing units for practi- 
cally all types of commercial : 
applications up to and includ- es 
ing 25 tons of refrigeration. 
i Catalog promptly on request. | 
_ Brunner Manufacturing Co., — 
Utica, N.¥., U.S. AL . 


FOR YEARS THE SYMBOL OF QUALITY 


New Alter Catalog Offers 
Merchandising Ideas 
For Service Men 


CHICAGO—New summer catalog 
for 1940 has been issued by Harry 
Alter Co., refrigeration and air condi- 
tioning supplies jobber with head- 
quarters here. New catalog, con- 
taining 148 pages, lists new service 
parts and supplies introduced during 
the last three months, as well as 
new lines not previously shown. 


Special feature of the catalog is 
the presentation of a merchandising 
plan for service men. To aid the 
service men in “selling his service” 
to the public, a series of nine two- 
color window streamers has _ been 
designed. They can be used on trucks. 

The complete display is offered for 
$1, or comes free with a $10 order. 


Rhinehart To Chattanooga 


CHATTANOOGA, Tenn.—William 
C. Rhinehart has joined the sales 
staff of Modern Electric Appliance. 


2100 Indiana Ave. 


IMPROVED 
SUCTION THROTTLING 
VALVES 


1/2” FPT, 5/8” Orifice 
Easy Adjustment—Unaffected 
by Suction Line Temperature 


THE ELECTRIMATIC ‘* 


Chicago, U.S.A: 


couplers for 


ae a" SUPERIOR VALVE & FITTINGS COMPANY 


EXPORT: 


1509 WEST LIBERTY AVENUE e 
100 VARICK STREET NEW 


—are exactly what the name implies—handy little swivel 
“quick-coupling” 
etc. to flare fittings—without the use of wrenches. 

A soft composition gasket in the swivel connection does 
the trick. Run ‘em up “finger-tight,” 
Gasket easily and inexpensively replaced. 


charging lines, gauge lines, 


and they're “gas-tight.” 


Ask your Jobber—or write for Catalog 


one ten PENNA. 
YORK, N. Y. 


THE REFRIGERATION LIBRARY 


MASTER | 

SERVICE. 
_ MANUALS 

COMMERCIAL 


REFRIGERATION 


Transtering and Dehydreting Retigerants 


BUSINESS NEWS PUBLISHING CO 
Publishers of AIR CONDITIONING & 
REFRIGERATION NEWS Detrou, USA 


BY K. M. NEWCUM 


ferring refrigerants. 96 pages. 


MANUAL NO. C-2—Installation 


flooded systems. 108 pages. 


modern types. 
ture controls. 


overload relays. 144 pages. 


minimum extra 


Business News Publishing Co. 
5229 Cass Ave., Detroit, Mich. 


Of practical help 
in your daily 
service work 


This series of Commercial Service 
Manuals is of practical help in 
solving the problems the service man 
encounters every day. These books 
have proved to be highly popular 
with both beginners and experienced 
service men. 


MANUAL NO. C-1—The theory and principles of refrigeration presented 
in a more complete manner than in household manuals. 
refrigerants, including effect on lubricating oils. 
cylinders, valves, and safety devices. 


Properties of 
Types of refrigerant 
Methods of drying and trans- 
Price $1.00. 


and service methods. Detailed infor- 


mation on commercial condensing units and their component parts. 
Water regulating valves, both electric and pressure-actuated types. 


Flooded evaporators and low side float valves. 


Two-temperature 
Price $1.00. 


MANUAL NO. C-3—Installation and service methods continued. 
Chapters on expansion evaporators, 
Thermostatic expansion valves. 
Refrigerant control valves. 
Price $1.00. 


including blower units and all 
Pressure and tempera- 
Electric motors, starters, 


Note: On books shipped outside the United States, 
charge 
Up to six $1.00 books may be shipped in one package. 


is 50 cents per package. 


Order from your jobber or use this coupon today! 


% ’ Please send me the books checked. (] Enclosed is $......... - O Send C.O.D. 


() Manual No. C-1 


() Manual No. C-2 


© Manual No. C-3 
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Olchoff Customers Can Buy ‘Contract’ Service Piecemeal 


User Can Buy Amount 
OF Service Required; 
Labor Charge Fixed 


By Henry Knowlton 
DES MOINES, Iowa — Air condi- 
tioning service work on a contract 
basis forms the backbone of the 


States Engineering Co. business 
structure, according to Maurice 
Olchoff, general manager of the 
concern. For some years States 


Engineering Co. has marketed 
Westinghouse air conditioning equip- 
ment in this area and has recently 
taken on the Westinghouse line of 
commercial refrigeration equipment, 
and Lipman ammonia machines. 


Mr. Olchoff reports that the air 
conditioning business is “way off’ 
the volume obtained up to this time 
last year, and that the firm’s expecta- 
tions during 1940 will be based on 
a projection of app®oximately 50% of 
the 1939 volume. 


QUESTIONNAIRE PRODUCTIVE 


To obtain business on the Lipman 
line, States Engineering Co. recently 
sent a questionnaire to existing 
owners of Lipman equipment, asking 
them if their plant was still in 
service, whether or not it needed 
repairs, if the owner was satisfied 
with its operation, whether or not a 
representative of the firm should 
call, and if the owner planned to 
modernize the plant. This question- 
naire was productive, according to 
Mr. Olchoff, and turned up a number 
of remodeling jobs. It also added 
to the regular servize business of the 
company. 

Most of the air conditioning serv- 
ice work done by the company is 
handled on a contract basis. No 
cost in dollars per ton of installed 
equipment has been worked out, for 
the contracts are all priced according 
to the amount of service desired by 
the owner and the amount of time 
that will be required for this work. 
The company handles service work 
for the Central States and Tri-States 
theater chains, in addition to 
Westinghouse equipment which has 
been installed in recent years. 


TWO CHARGES FOR LABOR 


All service work done by the 
company is handled by union labor, 
steamfitters being paid $1.37%4 per 
hour and charged for at the rate 
of $2.00 per hour. Helpers are paid 
75 cents per hour, under the union 
scale and the customer is charged 
$1.25 per hour for this class of 
work. The company also does heat- 
ing and piping work to keep a crew 
of men busy all year around. 


Air conditioning service work is 
based on a “check sheet’? which 
lists the items which will require 
attention throughout the year and 
the company agrees to furnish chemi- 
cals necessary to keep evaporative 
condensers clean. 


MONTHLY OR YEARLY 


After the check sheet has been 
filled out, the company enters into 
an “inspection service contract’ with 
the customer on a monthly or yearly 
basis. Cost of the inspection service 
may run from $20 to several hundred 
dollars per year. 

It should be noted that the service 
does not include “labor, material, 
filters, refrigerant, oil for recharging, 
or parts involved in the repair of 
any breakdown or failure of the 
system, or any part thereof.” 

The ‘check sheet” and “inspection 
service contract” are illustrated in 
the adjoining columns. 


STATES ENGINEERING COMPANY 
923 Walnut, Des Moines, Iowa 


FOR 


INSPECTION SERVICE DURING 
COOLING SEASON: 


A. Compressors: 


ee 


OO 1. Check oil—quantity—pressure 
2. Check for refrigerant leaks 
O 38. Check condenser water—quantity 
O00 4. Check strainers 
1 5. Check refrigerant 
OO 6. Check and adjust expansion 
valves 
O 7. Clean compressor 
B. Motors: 
1. Check, lubricate bearings 
(0 2. Check electrical connections 
O 3. Clean motors 
(0 4. Check and adjust sheaves and belts 
0 5. Check motor brushes 
(®.C. or 1 ph.) 
Cc. Starters: 
O 1. Check and clean contact fingers 
0 2. Check and tighten electrical conn. 
O 3. Check heaters 
4. Check overload relays 
D. Air Conditioning Units: 
O 1. Clean and inspect coils 
O 2. Check filters 
0 3. Check drain 
(0 4. Check and lubricate fan bearings 
O 5. Clean unit 


Evaporative Condensers: 


Inspect coils 

Clean pan 

Check float valve 

Add chemicals for scale 
elimination 

Check sprays 

Check and lubricate fan bearings 
Check drain 


Electrical Controls: 


Check operation 

Check wiring leads 

Blow dust from instruments 
Check disconnect switches 
Check fuses and fuse clips 


OOO OOOO 
TAKS Seppe 


OOOOO # 
Oe oo bo 


The formation of scale on the evapo- 
rative condenser coils will be prevented 
as far as possible by the regular addition 
each month of such chemicals as may be 
required in the sump section of the 
evaporative condenser. Such chemicals 
will be furnished without. -additional 
charge to the owner. 


STATES ENGINEERING COMPANY 


Inspection Service Contract for........... 
ee ree nT ee eee Submitted ....... 


1. GENERAL: 

In consideration of the amount herein- 
after specified, STATES ENGINEERING 
COMPANY agrees to furnish inspection 
service to the air conditioning system 
at the above location, and to maintain 
competent service men thoroughly famil- 
iar with air conditioning equipment to 
render this service. 

It is the intent of this service to 


provide a_ periodic inspection, testing, 
cleaning, greasing, and oiling in an 
attempt to prevent larger items of 


expense that may be the result of lack 
of attention; and further, for’ the 
purpose of obtaining increased efficiency 
and lower operating cost. STATES 
ENGINEERING COMPANY will furnish 
without additional charge all grease and 
oil required under this service agreement. 


This service does not include labor, 
material, filters, refrigerant, oil for 
recharging, or parts involved in the 
repair of any breakdown or failure of 
the system, or any part thereof. 


2. “STARTING” UP SYSTEM 
ON SPRING: 

The system will be started up in the 
spring at such time as desired by the 
owner pursuant to reasonable notice in 
advance. Adjustments for efficient opera- 
tion of the system will be made, and 
all work outlined under inspection will 
be made. Prior to time of starting of 
the plant certain work will be done as 
outlined on “Inspection Sheet’ hereto 
attached. 


3. “PUMPING DOWN” SYSTEM 
IN THE FALL 


The system in the fall will be pumped 
down according to standard practice at 
such time as the owner desires pursuant 
to reasonable notice in advance. This 
shall include testing for refrigerant leaks, 
draining of water from the entire system. 
After pumping down system such work 
shall be done as outlined on “Inspection 
Sheet” hereto attached. 


| 
Check Sheet For Air Conditioning Service 


4. CONDENSERS: 

The evaporative condenser or shel] 
condensers will be thoroughly cleaned, 
and chemicals will be used to remove 
scale formation from the coil and from 
the sump section of evaporative con- 
densers. The sump section shall also 
be cleaned of rust and dirt and painted 
with asphaltic paint to prevent rust, 
The chemicals to remove scale and dirt, 
and the paint required is to be furnished 
to owner without additional charge, 
Other portions of the equipment which 
have been subjected to rust will also be 
touched up with paint to prevent further 
rusting as far as possible. 


5. INSPECTION SERVICE DURING 
COOLING SEASON: 


The system will be inspected ...... per 
WHER, 40%55 per month, 
in accordance with the attached inspec- 
tion sheet. In addition, extra work prior 
to and after pumping down will be done 
as noted on inspection sheet. 


6. INSPECTION SERVICE DURING 
HEATING SEASON: 


The system will be inspected ...... per 
i ae per month, 
in accordance with the attached inspec- 
tion sheet. In addition, extra work prior 
to and after pumping down will be done 
as noted on inspection sheet. 


7. PRICE AND LENGTH OF 
CONTRACT: 


This proposal shall become a _ valid 
contract only when accepted by pur- 
chaser and subsequently approved by an 
authorized representative of STATES 
ENGINEERING COMPANY at its office, 
No agent or employe has authority to 
waive any clause of this proposal. 

The price for the entire service under 
CHM COMEPSEE GHB BO cccccccsssssecas for 
Summer Service starting ............ > Be 
Se GED > badass etacrsst eas 
Pee ere » 2.» and got artery ce ; 
19.., making a total eer 


This price includes all other services 
noted on “Inspection Sheet’ hereto 
attached. 


In addition to the other service covered 
by this contract, STATES ENGINEERING 
COMPANY agrees to furnish throughout 
the term of the contract without extra 
charge special service on special calls. 
STATES ENGINEERING COMPANY is 
not liable on special calls to furnish 
material or parts, or labor for the instal- 
lation thereof. These special calls shall 
be limited to per month; all 
additional special calls to be charged for 
at the rate of §...... per hour with a 
minimum charge of $...... per call; all 
mileage to be at 5 cents per mile with 
charge for traveling time on extra calls. 


8 TERMS: 


Payment for the above specified service 
shall be made as follows: 


re rr a 


wee eee 


Ce 


This contract at the price herein named 
shall be in force starting ................ 
and thereafter until the agreement is 
terminated by thirty day’s notice to that 
effect by either party given in writing 
by either of the parties hereto. 

Upon cancellation purchaser shall not 
be obligated to make such monthly 
payments as stated herein. 

Submitted for STATES ENGINEERING 
COMPANY 


ee ey 


ee 
ee 
Come eee eee eee eeer ee eseereeesesesessssesesseeee 


ee 


ACCEPTANCE FOR STATES 
ENGINEERING COMPANY 


ADDITIONAL WORE: 

1. Your plant should have a change of 
compressor oil which will cost $...... oO 

2. Your plant may require additional 
“Freon” on starting. 

3. Your plant should have new filters 
on May 1—and July 15—and Oct 31— 
each change will cost $............005: oO 

4. Do you want us to send you 
notification when we make any inspection 
on your plant? 

Sign in (J if satisfactory for us to do 
this work at prices given. No chargé 
for labor items above if authorized at 
this time. 


Matlc 


EVAPORATIVE REFRIGERATION 


CONDE 


Complete, self-contained, combina- 
tion forced-draft Cooling Tower and 
Condenser for indoor or outdoor 
installations. 


Note these exclusive features that 
make Marlo EC Units outstanding: 
Q) Marlo “Unidrive” pump-blower 
motor; (2) Piston-Ring-Sealed ball 
bearings; (3) All prime _ surface 


MARLO COIL CO., 6135 Manchester Ave., St. Louis, Mo. 


NSERS 


coils; (4) Wheels cadmium-plated 
and phenolic-resin dipped; scrolls 
cadmium plated and asphalt-mastic 
coated to prevent corrosion; (5) 
Durable construction, in full range 
of sizes for all common refrigerants. 


Write for new Bulletin No. 404 
giving full details, specifications and 
prices. 


Peed 
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Refrigeration Equipment Manufacturers Y-7 
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4 4 ~ 
>al General Controls Issues | “Eye Appeal Attracts Servicemen 
Catalog and Data Book cll 
GLENDALE, Calif—A new 48- m@ CENTRAL SERVICE SUPPLY CO # 
ice page catalog has just been issued } 
py General Controls Co. describing 
and illustrating its complete line of 
pressure, flow, and temperature con- 
trols. Complete application, engi- 
neering, and installation information 
covering each item also is included. | 
‘Use CHICAGO SEALS TYLER?),,. 
a Sada weipen steer GYAGOLAlod 
ms ceaaenee Scan : TYLER full line dealers and distributors have a bi 
CHICAGO SEAL CO.  REACH-IN BOXES advantage. Complete line fills every food store need. 
20 North Wacker Dr., Chicago Wai Ecddinas In addition, there are big selling models in demand e 
am BER th t for clubs, hotels, restaurants, bakeries and public in- i 
Looking for a - ill VEGETABLE. stitutions. Each model built to meet a specific de- 
TRAINED MAN? cape a ; > REFRIGERATORS mand and to sell at surprisingly low prices. Welded Is 
Call on the U.E.L Attractive window display in the Syracuse, N. Y. store of Central Service BEVERAGE COOlERGT) steel construction... 100% insulation, Low operat- 4 
Placement Bureau for s ly Co. is desianed to ai dded sal | to thi phere stock = ing cost challenges all competition. You can make 
a trained, reliable, upply Co. is designed to give added sales appeal to this jobber’s stock. eee eeeee ee §=more money with Tyler. Write for dealer proposi- 
pee years UBL oe oes B= tion today. ~ 
ve ud. . a See s “ re . ” rere: : “3 
“d trained men have been cca FOUET Al oe ree © TYLER FIXTURE CORP., Dept. E, NILES, MICHIGAN iL 
making good employees wages ee oe : Tht. cal cts fenvageg New York Office: 601 W. 26th St. _ Boston Office: 683 Beacon St- 
. per for all positions re- ’ = omen EBS Chicago Office: 1663 W. Ogden Ave. | 
veeks quiring sesnnisnt > Ae) i : : a 
7 e or mecnan- - rs Bed | ‘ ¢ ‘ 
pte jeal ability. Remem- a = / . 4 
-tu1. ace- 
done eet Bureau” Service ; KOOL-KWIK q 
ur prospective. em- Dry Type COOLERS . 
you - is 
ee SM. EXTRA CAPACITY Beverage Coolers 
vail UTILITIES ENGINEERING INSTITUTE GUN COOLER Dry Type Refrigeration 
pur 404 N. Wells St. Est. 1927 Chicago, Illinois Divided Compartments 
a 
yan KELVINATOR 
ws REFRIGERATION a 
ty to ee ae Write for our NEW CATALOG ety 
under Ys - : WANTED q : 
:- q 
a lltrine DISTRIBUTORS 
start E. B. MUZZARELLI & CO. ' 
ver ; Refrig. Dept. Kansas City, Mo. q 
vices Water oat Filters 1 
ereto Cafeteria — Industrial a 4 
at , epenne eeate, Neat arrangement of parts and supplies plays a big part in the A MODEL FOR EVERY NEED 1 
shout urge fanks pe NOUS merchandising plan of Central Service Supply Co. Steve Golden, pete ee = stock sizes i 
i. Mf i s u . q 
=a Filtrine Mfg. Co., Brooklyn, N. Y. counterman, is pictured above. po died A ° 4 ae = a. 
Y ts + * e one-quality—all porcelain line.— me. 
rnish ° . . Protected by is 
tal egies 2 Jobber’s Information Service Aids Customers Famous Fogel Lifetime Vision. & 
all / ealUj tO in ‘ ; Hundreds of successful dealers. : 
or ‘ Se = Peoria : 
tha ire. In Improving Replacement Sales and Goodwill | some territories stil! available. j 
1; all a 2 F 
th V-BELTS | INQUIRE TODAY | 
calls. ‘Silent; vibrationigas, sane By Robert M. Price 
pendable, long-lasting SYRACUSE, N. Y.—By setting up | for business. If the report is favor- a 0 5 » REFRIGERATOR COMPANY, gine 
rvice — ~ prevents a “clearing house” for service infor- | able, a permanent addressograph I6‘t’ & Vine Sts.,Phila., Pa. 1899 
ppage. A netiny aie mation, Central Service Supply Co., | plate is made out for the firm’s 
tributor carries a com- ‘ ‘ 
heer plete stock for appliance jobber with stores in Syracuse and | mailing list. 
amed "and sneeilnas: — at — er way to - A “report card” is then made out 
oe eed : creased replacement and new equip- for the customer. This card records 
. . = peti bdt oo ment sales by its service men | every call made by the salesman. 
iting - oy : customers. The card also gives the credit rating 
atiege ss The “clearing house’’ service has a and the classification of the cus- 
not two-fold advantage: It increases the _ tomer. A copy of this card is kept 
nthly service man’s sales and customer | on file at the store so that counter 
RING satisfaction, and builds up the good- | salesmen may tell at a glance the 
will and sales of Central Service | customer’s credit rating. 
eeees Supply Co. If the customer’s classification 
R The whole operation of the firm | shows that he is not qualified to 
is built around this information | receive wholesale prices, the counter 
ia service designed to aid the service | man is instructed not to sell to him. 
aie man in improving his own business. For office records the customer’s 
oem A carefully worked out direct mail account is transferred to a “master 
aa program, stock control system, store card.” All sales, salesman’s calls, 
Gapy pian, and vag selling sys- and direct mailings are recorded on 
pesced ” oie “3 — a. of this card. This records whether or 
_ 7 _ Bows ego pines ried ee v- | not the account is returning business 
pert h ~~ - a " rege aon in proportion to the salesman’s calls 
“2 — a a a a and the direct mail pieces. If the 
_ sales by service men mean increased card shows up “negative,” Ted Glou a 
oe “ig Ps Rega mere makes a personal call to find out if fl 
e of 5 ~_ ~~ . , a a © — the customer has been dissatisfied Eight Series 40 Polartron Aduantages 
. 0 Service SUPP: ; with the firm’s service or merchan- Senate “e and G1” Raabe te aivreal gee Capiry Proseure Cesnetions .- 
ional All information on service and dise. Fewer Models te Stock te Minimum Free Service we “Cooling Control” on Cut Out or Cut te d 
wail Mills Cond 5 : ane » Leong nest * poe “This card gives a complete pic- J ——EE aR AR A RIE AH } 
a ills Condensing Units cakes: Seieemiintinans ticles: tenis di ie - ggg Peony anes ber MINNEAPOLI S-HON EYWELL 
a By Mills Novelty Company service man and the jobber. “Ted” — = Soe oe af | av 
you Gl " il lified to sit i ith should be with a certain customer, WINNER WELL. RE ERATION 
tion 4100 Fullerton Ave., Chicago, Il ggg Perasathts speoccgy ctethe Regalia Pes we can very often correct the diffi- : ies ; 
9 : P his customers on service problems, culty ” The master cards are good camnome PLANT TORONTO EUROPEAN PLANT (OWDON COMPANY CWNID BRANCHES (48 OL HLR ctas PA 
» do having 15 years’ experience in the : 
urge * * * * x * * * * service end of refrigeration. If a (Concluded on Page 14, Column 3) 
1 at phan service man has a special job that 
is giving him trouble, Ted or one 
i 7 of the other men goes out on the job 
—_ FREE! 16 pages geil with the service man and they work 
ract ic H : out the problem together. Often a 
P al information on service man can be put on the right ou never get a 
track from his description of the 
job in question. 41 W Ml 
ea ee ron u 
Refrigeratio DETAILED SALES RECORD ong mover Built 
Each of the firm’s customers gets by a a a o ‘ 
individual treatment and a detailed wnen you epen on Save the Ti me 
record is kept of all sales made to ' 
each customer. In this way the firm the K ANCO LINE of SE R VICE 7 
is enabled to look at the record, find MENS . 
the sales made, and then set out i 
to improve the sales record. New f | h be a ; 
customers are added by this same ° ouseno an es 
method of concentrated sales and . ys 
3 “information” effort. Commercial Controls. 3 
A “first call” card is made out for es. 
7 each prospect. When outside sales- : 
“a i Ss eas BRASS men contact prospects they report 4 
FRENCH SMALL TUBE BRAN back to the office on the possibility 


General Offices Waterbury, Con 
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outstanding Koch Products in the complete 
line of Koch Commercial Refrigerator Cabinets. 
Write for details concerning open territories. 


KOC REFRIGERATORS 


NORTH KANSAS CITY, MO. 7" 


AMINCO DOMESTIC HIGH SIDE FLOATS 
FOR HERMETIC AND STANDARD UNITS 


For refrigerators with hermetic units Aminco No. 369 is recommended. 
it is a complete replacement unit and there is little possibility of 


it getting out of order. 


The Amincol seat is guaranteed against corrosion. 


trouble due to acid in the system. 


No. 367-8 is for replacement on a number 
of well-known makes of domestic refriger- 
ators, may be used with SOs, CH3Cl, and 
“F.12.” Built with the same rugged features 
as No. 369. Send for a complete bulletin 
on these two excellent replacement floats. 


Nos. 367-8 


AMERICAN INJECTOR COMPANY 


1481 FOURTEENTH AVENUE, DETROIT, MICH. 


Pacific Coast: Van D. Clothier, 1015 E. ~~ Los Angeles, Calif. 
Export: Borg-Warner International ewes 310 S. Michigan Ave., Chicago, Il. 


This feature 
increases many times the length of float life and eliminates float 


WITH THIS 


Jobber Gives Customers 
Sales and Service’ Hints 


(Concluded from Page 13, Column 3) 
for two years and are used to com- 
pare one year’s business with the 
preceding year. 

From the indexed list of cus- 
tomers, the list of direct mailings 
is compiled. Direct mail assumes 
an important position in the firm’s 
business, mail orders accounting for 
about 25% of the total sales. In the 
busy season, direct mail pieces are 
shot out every 10 days. In the off 
season, these pieces go out every 
20 days. 

Ted takes personal charge of the 
direct mail pieces, even drawing his 
own cartoons to put “punch” in the 
layouts. Not price, but service to 
the customer is stressed in the direct 
mailings. Return cards are sent 
with each piece. 

“These return cards bring a big 
proportion of business compared to 
the cost of the mailing,” Ted says. 
“The mailings average around four 
cents, and in our Syracuse store we 
average around $5 per card and in 
the Scranton store, where we have 
a different class of sales, we average 
around $15 per card.” 


When a customer has_ returned 
two or three of these return post 
cards, he is sent a permanent order 
book. Special manufacturers’ liter- 
ature is attached to the mailing 
pieces. The firm also sends out its 
own “house organ,” an informative 
and newsy bulletin called “Central 
Service News.” 


PARTS EXHIBITION 


This year the firm staged its own 
parts exhibition in a Syracuse hotel, 
drawing visitors from the territories 
served by the two stores. The two- 
day show, featuring exhibits by man- 
ufacturers represented by Central 
Service and educational features and 
entertainment sidelights, developed 
valuable goodwill among the firm’s 
customers and prospects. 

Care in selecting lines carried was 
emphasized by Mr. Glou. “We try 
to select lines on which we can give 
an unqualified guarantee,” he said. 
“Then we concentrate on selling the 
lines we carry instead of ‘taking 
orders’ for lines we don’t carry in 
stock. In this way we can build up 
a real acceptance for our lines and 
so can do an effective selling job.” 

On items such as expansion valves 
and controls, the firm carries more 
than one line because replacement 
selling often demands that the jobber 
carry a duplication, Mr. Glou feels. 
On coils it has been found necessary 
to stock different makes to take 
care of different installation require- 
ments. Only one line of belts, gases, 
and oils is stocked. 

“In other words,” Mr. Glou said, 
“we duplicate only when we feel 
that it is necessary to give the cus- 
tomer complete service. Excessive 
duplication is a poor substitute for 


takes its place in Mr. Glou’s system. 
The store, shelves, and merchandise 
are kept dust-free. Colorfully pack- 
ed items are displayed up front. 
Parts that may be affected by open 
display are kept in closed glass jars. 
The store is now in the process of 
changing over to all metal shelves 
and bins to give “eye appeal” to the 
store. 

Outside salesmen are given a few 
new items to show to the trade in 
order to build up a more rapid 
acceptance. 

On some jobs, maven men express 
a need for a certain item not manu- 
factured by any company. This may 
be a special design, special fitting, or 
special size. 

When Mr. Glou gets a request of 
this kind he draws up a sketch and 
shows it to customers, asking, ‘‘do 
you think you could use an item 
like this?” If he finds that the item 
would have a good sale, he draws 
up a more detailed sketch and sends 
it to the manufacturer. This system 
has resulted in the firm carrying 
items not carried by any other 
jobber. Some have a wider accep- 
tance and have been added to the 
manufacturer’s catalog. “Fnus, 
says Mr. Glou, “we create new items 
and demand at the same time.” 


BUSINESS INDEX 


The office record system includes 
a “check” on salesmen and general 
business as well as the stock. Their 
routes are laid out a month in 
advance. The first four days of the 
week is spent in making calls from 
the file index, and the last two days 
are spent in clean-up calls. So 
regulated are the salesmen that they 
can be reached for emergency calls 
anywhere along the route. 


Store sales are compared day-to- 
day for the current and previous 
year. Even the weather conditions 
are recorded. By consulting this 
ledger it can be determined what 
items to stock in different months. 
Weather conditions for a certain day 
or period may indicate a_ special 
demand because of extreme heat, or 
a drop-off because of milder weather. 


In general installation supplies 
are ordered for the early part of 
the “refrigeration season,” service 
parts for the later season, and shop 
repair parts for the winter season. 
All stocks are ordered by anticipat- 
ing requirements. ‘We can antici- 
pate by studying the trend of our 
own business and keeping abreast of 
industry developments,’ Mr. Glou 
says. 


Macklanburg Brass Has 
Third Birthday Party 


OKLAHOMA CITY, Okla.—More 
than 100 distributors, dealers, and 
servicemen gathered at the Skirvin 
hotel here recently to help Macklan- 
burg Brass & Copper, Inc., refrigera- 
tion supplies jobber, with its third 
annual “birthday party.” 


Feature of the affair was an 


U. S. Electrical Motors 


Issues New Data Book 


LOS ANGELES — “Design ang 
Operation of U. S. Single Phage 
Motors” is the title of a new 
educational booklet recently pub. 
lished by U. S. Electrical Motors, 
Inc., 200 E. Slauson Ave. It deals 
with mechanical and electrical char. 
acteristics of single phase capacitor 
start motors, and is illustrated with 
diagrams and charts. Copies are 
available from the company. 


HyDroLoc Individual Lockers 


have the call. Many unusual advan- 
tages not found in "others. 
Sold only thru distributors. of 
refrigeration and insulation. 
Get our proposition 
Master Refrigerated Locker Systems, Inc. 
121 Main St. Sioux City, lowa 


CAMPBELL REFRIGERATOR CO. 

Milwaukee, Wis. 

Dealers Wanted for Midwestern and 
Southern States 


The Most Accurate Control 
Valve for Small 
Capacity Systems 


The ‘‘TK’’ Thermo Valve 


Alco Valve Co., St. Louis, Mo. 


A New Improved Dehydrator 
on the Market Soon | 
Look for Our Announcement 


MUELLER BRASS CO. 


Port Huron, Mich. 


DISPLAY CASt CASES 


Display Case line. 


MIDWEST 
MFG. COMPANY 
Galesburg, Illinois 


UNSURPASSED 


for 
QUALITY 
and SERVICE 


Write for sta of 
a this sensational new 
=— eae 100% PORCELAIN 


TRADE MARK Rotary Seal Co., Chicago, Ill. 


BUNDY TUBING 


_ Copper-Brazed Steel. Cop- _ 
per aga Inside awd: 
Out. Sizes: *s" to *" O.D. 


BUNDY Sed CO., DETROIT 


COMPRESSORS<¢ 


Single and twin cylinder units. 
Engineered and manufactured 
to highest standards. Write @ 


BLY STYLED LINE 


Sherer's always in front with equipment de- 
veloped to open new fields for condensing 


good salesmanship.” 


GALE PRODUCTS 


exhibition of parts and _ supplies. : 
1635 Monmouth, Galesburg, III. 


Twelve factory representatives were 
on hand with displays. 


‘HIGH-LOW’ INVENTORY 


To keep a close check on the stock, deg Sells Faster Beca 
units. Your efforts are backed by trade paper “hich- a | Open forum session in the after- ere 
a “high-low” inventory system has noon had factory representatives and It Cools Faster 


advertising, free store layouts and prospect been installed. Each part is labeled , 
follow-up. Write for catalog and franchise with the part oadiee and a coded Prof. E. F. Dawson of the mechani- IDEAL SPEED COOLER 
cal engineering department, Univer- 


details. list price. The “high” on this label 


»SHERER-GILLETT CO., MARSHALL, MICHIGAN 


Some of the values of always using fittings 
“Built Right to Stay Tight’ can be expressed in 


the one word “satisfaction.” 


Where honest values are ever-present as in all 
Commonwealth fittings, the mechanic, the installer, 
the dealer, the distributor and the factory originally 
responsible for the piece of refrigeration apparatus 
are all conscious of working with materials that 


are the best to be had. 


is the greatest number carried. This 
high is established from previous 
records and estimates of future de- 
mands. The “low” is the established 
point of ordering. 

Fast moving items, such as belts, 
are marked with the date ordered 
and number. The point of ordering 
is taken from the number of these 
items. When a new item is stocked 
the order cards are saved to estab- 
lish the “high-low” on the inventory 
system. The system is flexible and 
can be readjusted at any time. 

When the low point on any item 
is reached an order memo is made 
out. These memos are transferred 
to the order hook designated for the 
manufacturer of that item. If the 
part is needed right.away the memo 
is entered on the daily order sheet. 
Otherwise, the order memos are kept 


sity of Oklahoma, answering ques- 
tions put by servicemen. 

A banquet was held in the evening 
at which K. B. Covert, manager of 
Macklanburg Brass & Copper, was 
principal speaker. Following the 
banquet, an illustrated film was 
presented by G. Wegner, Penn 
Electric Switch Co. 


A tube bending contest, conducted 
by Charles Anderson, Imperial Brass 
Mfg. Co., was won by Carl Hart, 
service manager of E. O. Anderson & 
Sons, Oklahoma City. Bill Lumpkin, 
service manager of Hughes-Bozarth- 
Anderson Co., Oklahoma City, cap- 
tured second honors, and Ernest 
Blake, independent service man from 
Seminole, Okla., took third prize. 
Mr. Hart’s winning display was later 
exhibited in the city refrigeration 
inspector’s office in Oklahoma City. 


Ideal Beer Cooler 
2953 Easton Ave., St. Louis, 


Hardy-MAYFLOWER 


are a sure guarantee 
of satisfaction 


Hardy Manufacturing Co., Inc. 
126 Davis Ave., Dayton, O. 


More than 20 years of high rep- 


For 29 years, Commonwealth has furnished the 

maximum values in refrigeration fittings and been 

a very proud of the refrigeration values these fittings 
By have helped to make. 


on the “hook” until enough merchan- 
dise can be ordered to receive the 
maximum discount. 
The inventory system is so regu- - Pp 
lated that the stock is kept new and Organized In Little Rock 
eusrying of Cremeneone stocks of anne patterns, but the saleable. Last year 80% of the 
making of semi-standard and special fittings from extruded stock was turned over eight times, LITTLE ROCK, Ark.—Wholesale 
ae Ae ee ee and this year it is expected that a | Appliances, Inc. has been organized 
10-time turnover will be reached. | here as a distributor of refrigeration, 
COMMONWEALTH BRASS CORP. Only gaskets and hard tubing had | ventilating, and heating equipment. 
Commonwealth at Grand Trunk RR. comparatively small turnover last | Members of the firm are Holcomb 
Detroit, Mich. year. Gunn, W. W. Evans, and Albert 
Merchandising through display | Ahrens. 


utability ...in every kind of refrig- 
eration service. ..has established 
the name ‘‘GR-LIPMAN"‘as a BUY 
word that breaks down sales 
resistance. Make this reputation 
your sales asset... for greater 
profit and better cus- 
tomer satisfaction. 


New Parts Distributorship 


Service to leaders of the industry includes not only the 


GENERAL REFRIGERATION CORP. 
Dept. AC-1, Beloit, Wisconsi" 
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CLASSIFIED 
ADVERTISING 


RATES: Fifty words. or less in 6-point 
light-face type only, one insertion, $2.00, 
additional words, four cents each. Three 
consecutive insertions, $5.00, additional 
words ten cents each. 

PAYMENT in advance is required for 
advertising in this column. 

REPLIES to advertisements with Box 
No. should be addressed to Air Condition- 
ing & Refrigeration News, 5229 Cass 
Ave., Detroit, Mich. 


POSITIONS WANTED 


AIR AIR CONDITIONING and refrigeration 
engineer—experienced in process and 
comfort air conditioning and commercial 
refrigeration. ‘Three years experience in 
design, installation, service and_ sales, 
poth with small dealer and prominent 
manufacturer. Member ASRE. Age 27, 
married. Desires permanent connection 
with responsible firm. Address Box No. 
1235, Air Conditioning & Refrigeration 
News. 


POSITION WANTED by a commercial 
refrigeration service engineer. I am a 
graduate of the Industrial Training Insti- 
tute, can go anywhere to accept a position 
and am willing to start as a helper and 
at a small salary. For further reference 
write R. G. MARTZ, R1, Taberg, N. Y. 


POSITIONS AVAILABLE 


SALESMAN—National Manufacturer of 
insulation has opening for salesman to 
contact electric refrigeration industry. 
Engineering experience or education pre- 
ferred. Sales ability proved by successful 
experience in producing business from 
large manufacturers is necessary. Age 
between 30 and 40. References required. 
Address Box No. 1231, Air Conditioning 
& Refrigeration News. 


PENN Leads in 


AUTOMATIC SWITCHES 


AND CONTROLS | 
Write for Catalog . 
PENN ELECTRIC SWITCH co. 


GOSHEN, INDIANA 


Sold Only Through Dealers 
Will Add to Your Income 
uickly, Easily 
Write for Descriptive Folder 
ALL-STEEL-EQUIP CO., INC. 
105 Kensington Ave., Aurora, Il. 


REPRESENTATIVES WANTED 


MANUFACTURER’S _ representative to 
contact dealers and manufacturers for 
rapidly expanding line of liquid coolers. 
National promotion campaign now under 
way. Valuable territory franchises open. 
Write complete details as to past sales 
experience, lines now handled and terri- 
tory covered. COMMERCIAL COIL & 
REFRIGERATION Co., 455 North 
Artesian Avenue, Chicago, Illinois. 


FRANCHISES AVAILABLE 


SEND FOR PRICES and literature on 
the General 1940 all streamlined refriger- 
ator display case line. Over 40 years 
experience manufacturing good commer- 
cial refrigerators. On a comparative price 
test with other makes of equal specifica- 
tions, prices are lowest in the country. 
GENERAL REFRIGERATOR & STORE 
FIXTURE CO., 5th & Bainbridge Sts., 
Philadelphia, Pa. 


INVESTIGATE the possibilities for profits 
this season with the new ‘“Magic-Flo” 
Beer Dispensing System. Priced to sell. 
Direct from manufacturer. Inquiries 
from responsible dealers solicited. Write 
for territories available. BEER SYSTEMS 
CORPORATION, 1400 W. 25th Street, 
Cleveland, Ohio, Dept. MF 101. 


DIRECT FACTORY connection. Sell 
Refrigerator Display Cases, Walk-In 
Coolers, Reach-In Refrigerators, Refrig- 
erating Units, to Meat Markets, Grocers, 
Taverns, etc. Financing arrangements to 
help sell. Write Dept. A for full informa- 
tion or see EHRLICH REFRIGERATOR 
MFG. CO., St. Joseph, Mo. 


BUSINESS OPPORTUNITIES 


MY CLIENT, a retired’ refrigerator 
manufacturer, desires to re-enter the 
refrigeration industry. He is interested 
in financing the manufacture of any 
worth while commodity related to refrig- 
eration or air conditioning, particularly 
the manufacture of items covered by 
patents or patents pending. Write: 
CHARLES PINCUS, Attorney, 9 E. 40th 
Street, New York City. 


EQUIPMENT WANTED 


WE BUY UP Manufacturers, Jobbers, 
Dealers Bankrupt, surplus and discon- 
tinued merchandise and equipment. We 
are interested in motors, compressors, 
controls, valves and parts, send us a list 
of equipment you have. R & R REFRIG- 
ERATION JOBBERS, 508 Morris Ave., 
Bronx, N. Y. (Export Agents.) 


EQUIPMENT FOR SALE 


HERMETIC AND SEALED unit depart- 
ment of a concern in business for over 
ten years in city of 300,000 in Texas. 
Year round business conditions very 
good. This department established two 
years ago. Will take $2,000.00 to handle. 
This price includes all equipment neces- 
sary to rebuild General Electric units. 
Box No. 1236, Air Conditioning & Refrig- 
eration News. 


DEPENDABLE COILS 
uth the *FRICTION-GRIP”’ 
HIGH CONDUCTIVITY BOND 


ue) BETWEEN FIN AND TUBE 


PARTS: TOOLS “SUPPLIES 


WholesaleOn 


2732 N. riya 
CHICAGO 
Write for catalog 


SELL BULMAN 


Double your earnings by having 
a complete Steel Equipment Line — 
Steel helving — Counters — Islands — 
Produce Displays for Service and 
Super Markets. Write: 

co., 


zE. oO. MFG. INC. 
Michigan 


BULMAN 
Grand Rapids, 


Anaconda Copper 


Refrigeration Tubes 


* REN CH: SMALL TUBE BRANCH 


General Offices: Waterbury, Conn 


r 

% 
ms 
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BRAND NEW General Electric and 
Frigidaire units complete with pressure 
control: %, %4 and % Horse Power. New 
% and % Horse Power Frigidaire com- 
pressors. New 4 and % Horse Power 
General Electric bent over compressors. 
All brand new merchandise packed in 
individual cartons. GENERAL REFRIG- 
ERATORS CORP., 518 East 20th Street, 
New York City. 


COMPLETE air-conditioning system con- 
sisting of 2~—7% H.P. Westinghouse 
condensing units, 3—Floor cabinets, 6— 
Ceiling units. Complete. Traded in for 
larger system. Will consider any reason- 
able offer. KEIL MOTOR COMPANY, 
llth & Tatnall Sts., Wilmington, Del. 


REFRIGERANTS 


FREEZ-O, the perfect Meter Miser 
replacement refrigerant, used without any 
change in unit construction or oil change. 
$1.50 per pound. Send your cylinder to 
THE STANDARD REFRIGERATION CO. 
OF PITTSBURGH, 1148 Dohrman S&t., 
McKees Rocks, Pa. 


SERVICE SUPERVISION 


MANUFACTURERS ATTENTION we can 
reduce your regional service costs by 
locating, examining, qualifying, training 
and supervising service outlets in the 
Tri-state area, maintaining your parts 
depot with 24 hour shipping service. 
Highly trained personnel, over 60 years 
combined experience in refrigeration and 
electrical field. Very complete’ shop. 
Investigation invited. BONDED’ RE- 
FRIGERATION SERVICE ASSOCIATES, 
Youngstown, Ohio. 


REPAIR SERVICE 


CONTROL REPAIR service. Your con- 
trols repaired by expert mechanics, with 
special precision equipment. Supervised 
by graduate engineers. We stress per- 
fection and dependability before price. 
One year guarantee on domestic controls. 
Any bellows operated device repaired. 
HALECTRIC LABORATORY, 1793 Lake- 
view Road, Cleveland, Ohio. 


FREE HERMETIC CATALOG complete 
with prices on refrigerator units, rebuild- 
ing and exchange service. General Elec- 
tric, Westinghouse, Majestic, Frigidaire 
and a complete stock of Grunow com- 
pressors and parts. Immediate shipment. 
For your copy’ specify catalog A. 
SERVICE PARTS COMPANY, 1101-3 
North 24th Avenue, Melrose Park, Illinois. 


CONTROLS RECONDITIONED like new. 
Precision work by experts. ‘Years of 
Satisfied Customers,’ our motto. All work 
guaranteed for one year. Try us and be 
convinced of our  unexcelled service. 
Special prices in quantity lots. For 
further information write: UNITED RE- 
PAIR CO., INC., 342 W. 70th St., New 
York City. 


PATENTS 


HAVE YOUR patent work done by a 
specialist. I have had more than 25 years’ 
experience in refrigeration engineering. 
Prompt searches and reports. Reasonable 
fees. 
Patent Attorney, 342 Madison 
New York City. 


H. R. VAN DEVENTER (ASRB), 
Avenue, 


St. Petersburg Dealers 
Form Association 


ST. PETERSBURG, Fla.—Electri- 
cal dealers here have organized the 
Associated Electrical Dealers’ to 
promote goodwill among dealers and 
fair trade practices between dealers 
and customers, and to _ sponsor 
cooperative selling of refrigerators, 
hot water heaters, ranges, and 
other appliances. 


Officers are: William F. Daven- 
port, president; Alex Brinson, vice 
president; Joseph W. Hibbs, secre- 
tary; and Ray J. Knipe, treasurer. 
Officers said nearly every appliance 
dealer in St. Petersburg had joined 
the group. 


Texas Servicemen Plan 
Joint Meeting 


DALLAS, Tex.—Plans for a joint 
meeting of members of the recently 
organized Dallas chapter of R.S.E.S. 
and service men in Fort Worth were 
discussed at the May meeting of the 
Dallas group. 


Service men in Fort Worth, it is 
reported, have signified interest in 
organizing a local R.S.E.S. chapter, 
but are undecided as to immediate 
affiliation with the national organi- 
zation. 


Membership of the Dallas chapter 
now totals 40. Official presentation 
of the group’s charter is expected 
to take place this month. 


Perfex Corp. Increases 
Common Stock Issue 


MILWAUKEE — Stockholders of 
Perfex Corp., manufacturers of 
automatic controls, have approved 
increasing the number of authorized 
shares of the corporation from 
15,000 no par common to 150,000 of 
$4 par common. The old stock is 
to be exchanged on a basis of one 
old share for 10 shares of the new. 


Two Oklahoma Appliance 
Service Firms Merge 


PAULS VALLEY, Okla. — The 
W. E. Kinnebrew electrical and 
service business, 117 West Paul Ave., 
which was recently purchased by 
Alvin K. Mefford and C. I. Pope, 
has been merged with the Mefford 
Radio & Electrical Service, operated 
here by Mr. Mefford for the past 
Several years. The new company is 
operating from the former Kinnebrew 
location on West Paul. The com- 
pany handles household appliances 
and electrical fixtures and supplies. 


New Norge Service Firm 
Organized In Baltimore 


BALTIMORE — Southern Service 
Co., organized under the direction of 
Jack Prescott, is operating a refrig- 
eration and major appliance service 
business at 2028 Frederick Ave. here. 
The firm is specializing on Norge 
products. 


Sid Harvey, Inc. Buys 
Headquarters Building 


VALLEY STREAM, N. Y.—Sid 
Harvey, Inc., refrigeration jobber, 
has taken title to the building occu- 
pied by its headquarters from Gulf 
Refining Co. The building is con- 
crete with loading platforms on two 
sides. 


Main floor of the building is 
utilized as a branch store, carrying 
reserve supplies of refrigeration and 
oil burner parts for the company’s 
four other stores. Basement is 
equipped with machinery for the 
manufacture of Harvey fireboxes and 
Harvey heat holders. 


265 S-W Units Installed 
In New St. Paul Homes 


ST. PAUL — Highland Village, 
newest St. Paul suburban develop- 
ment, has been equipped with 265 
Stewart-Warner refrigerators, 


AL 


Refrigeration 


Products 


sell new customers—hold old customers—increase your profits and prestige. 
Patented CROSS-FIN COILS Bare Tube Coils Humi-Temp Forced eregtinn Units 
Instan: Steel ¥ te Coils 


taneous Water Coolers 
D: tor Pans 


and Copper 


acuum 
Heat Exchang —” 


. See your jobber or write today for new catalog 


LARKIN COILS, INC., 519 Fair Street, S. E., Atlanta, Ga. 


is found 
complete 
information. 


Nearly 40 years experience 


The solution to drinking water problems 
in the Puro 
line. 


ELECTRIC WATER COOLERS 


Puro Filter Corp. of America, 440 Lafayette St., New York. 


nae. aa SS 
Write for franchise 


a. bay ed 


DYGELER 


CONDENSING UNITs 


For Design, Construction and Service the most 
is offered by DICELER. You'll find it worth 
your while to get all the facts about DICELER 
compressors in both air and water cooled models 
Write for the DICELER 
catalogue and learn how you can gain greater 


from 4% H.P. to 30 H.P. 
sales and increased profits. 


THE CONDENSING UNIT LINE WITH EXCLUSIVE FEATURES 
DEISSLER MACHINE COMPANY Greenville, Pa. 
Export Dept., 100 Varick Street, New York. 

PIONEER OF FOUR CYLINDER REFRIGERATION 


CYLINDER 


i 
IMPERIAL 
a INNER 


OD on both t 
tubing. 


of tool 


is self-centering. 


— of tool. 
or handling. 
tub ng from 


AND NER 
REAMER 


fas 


SERVEL Model J 


4 cylinder compressor! 
crates, 


%” 


flywheel. 


Guaranteed Perfect . 
NATIONAL ELECTRIC TOOL CO. 


Division) Chicago, Il. 


CRP 


CHIEFTAIN replacement compressors and genuine 
leading jobbers from coast to coast. 


STANDARDIZE ON CHIEFTAIN 


TECUMSEH PRODUCTS CO., TECUMSEH, MICH. 


Refrigeration Supplies 


1915 8S. 


ideal replacement unit! 
SAE intake and %” 
Bore 1%, Stroke 1%. 
Price in lots 1 to 5 $20.50 
Price in lots 5 to 10 19.50 
Price in lots 10 to 25 18.50 


F.0.B. Chicago or Evansville, Ind. 


20% cash with order, Balance C.O.D. 


State (Ref. 


@ A convenient new tool which makes 
possible a + and efficient reaming 

e inside and the outside 

edges of copper, brass or aluminum 


= is introduced from one end 
or inside reaming, and from 
the other end for oulelae 
The tool cuts in either direction and 
It has three hard- 
ened, hollow ground tool steel cutters. 
The cutters are Protected against 
damage when not in use, by outside 
Body is knurled for 
Handles all sizes of 
716" ©.D. to 14" O.D. 


IMPERIAL BRASS MFG. CO. 
565 S. Racine Ave., Chicago, Ill. 


IMPERIAL 


VALVES © FITTINGS © TOOLS © STRAINERS 
DEHYORATORS © CHARGING LINES © FLOATS 


GENUINE GRUNOW 


GET GENUINE PARTS 
AND 
SAVE EXPENSIVE CALL BACKS 


Grunow Authorized Service, Inc. 
4313 Fullerton Ave., Chicago, Ill. 


New, in original factor 
Complete wit 
discharge valves and 
rrent model. 


h 


Terms 


No. 208-F Inner and 
Outer. Reamer 
rrieg each, $1. lh 


reaming. 


ORDER FROM 
YOUR JOBBER 


PARTS 


SERVEL MODEL J 
4 cylinder 1% x 1% 


parts are stocked by 150 


Canadian distributor: 


CHIEFTAIN 


Co., Ltd, Senden, Ontario 


7 AREY 


1728 S. MICHIGAN 


ACCESSORIES? 
a ee trays 


ALTER CO. 


NUE, CHICAGO, ILLINOIS 
3 CHICAGO BRANCHES, NORTH, WEST, SOUTH 


YES, INDEED, YOU WILL 
PIND AN EXCELLENT AS. 
SORTMENT IN OUR BIG 
CATALOG—AT THE RIGHT 


SANDS OF RBEFRIGERA- 
TION AND AIR CONDI. 
TIONING SERVICE PARTS, 


A ST. Lou 
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F. M. Cockrell, Founder & Publisher of 
~The News, Dies After Brief Illness 


(Concluded from Page 1, Column 5) 
highly romantic courtship (he be- 
came a guard at the Iowa State 
Penitentiary tae next summer to be 
near her) they became engaged—a 
pledge to which they held steadfastly 
through three years. They remained 
an exceptionally happy and devoted 
couple for the more than quarter 
century they were privileged to spend 
together. 

Immediately after graduation he 
joined the Westinghouse Electric & 
Mfg. Co. After two years of experi- 
ence with Westinghouse, he joined 
the Chicago office of the McGraw- 
Hill Co., thus welding his electric 
interest with the interest in publish- 
ing he had acquired while at the 
University of Illinois—an alloy of 
interests which remained intact 
throughout the remainder of his life. 

His rise with McGraw-Hill was 
rapid, also. In a short while he was 
transferred to the Cleveland office, 
and then down to New York, where 
he became promotion manager and 
a member of the advertising counsel- 
lors’ staff. He teamed with Howard 
Lewis, now vice president and 
treasurer of Nash-Kelvinator Corp., 
in the promotion of Electrical Mer- 
chandising; and during the latter 
part of his seven years’ with 
McGraw-Hill was closely associated 
with Fred Feiker and with the late 
John H. McGraw, Sr. 

He left McGraw-Hill to join the 
Campbell-Ewald advertising agency, 
where he set up an industrial adver- 
tising division—hitherto unexplored 
territory for advertising agencies. 
From there he went to the Society 
for Electrical Development, and 
then to Evans-Winter-Hebb, Detroit, 
where he was vice president in 
charge of sales. 


In September, 1926, he founded 
the Business News Publishing Co., 
and put out the first issue of ELECTRIC 
REFRIGERATION NEWS. All the work 
on the first few issues he did entirely 
himself. He was editor, advertising 
manager, circulation manager, busi- 
ness manager, bookkeeper, copy boy, 
and proofreader. During the first 
year of his publishing of ELECTRIC 
REFRIGERATION NEWS he also handled 
his job with Evans-Winter-Hebb. 


After more than the usual trials 
and tribulations which accompany 
the founding of a new business, he 
gradually acquired a staff and was 
on his way. In September, 1931, 
ELECTRIC REFRIGERATION NEWS _ be- 
came a weekly, and in September, 
1936, it became AIR CONDITIONING & 
REFRIGERATION NEWS. 


Mr. Cockrell was active in the 
affairs of the American Society of 
Engineers, and gave freely of his 
time and facilities to both the De- 
troit chapter and the _ national 
organization. He also devoted much 
time and attention to the Refrigera- 
tion Equipment Manufacturers Asso- 
ciation and the Refrigeration Supplies 
Jobbers Association. 


It was he who first conceived the 
idea of the All-Industry Exposition, 
and his guiding hand behind the 
scenes helped put both the first and 
second (1939 and 1940) of these 
expositions over the top. 


He was a member of the A.F. & 
A.M. and R. A. Masons, the Baptist 
Church, the Republican party, and 
the Detroit Golf Club. His friends, 
particularly in the’ refrigeration 
industry, are numbered in the hun- 
dreds. To them his exemplary life 
and brilliant career will ever remain 
a constant source of inspiration. 


One January Show For 
Housewares Groups 


(Concluded from Page 1, Column 3) 

Palmer House show. It is under- 
stood that the new association will 
soon discuss this matter, and that 
if such a showing is voted it will be 
held in the exhibition hall of the 
Palmer House during the period of 
the housewares exhibition. 

Now that necessary steps toward 
consolidation have been taken, the 
two groups are scheduled to meet to 
decide on a new name. Most promi- 
nent suggestion: National House- 
wares Manufacturers Association. 

Warren Edwards, secretary of the 
dissolved organization since its for- 
mation in 1927, has announced that 
he will not be connected with the 
new group. 

Coincident with its action to dis- 
solve and consolidate with the House 
Furnishings Manufacturers Associa- 
tion of America, the directors of the 
National House Furnishings Manu- 
facturers Association declared a 
30% dividend to exhibitors. 


Plant Addition Started 
By All-Steel-Equip Co. 


AURORA, Ill.—Work on a 40,000- 
sq. ft. addition to its main plant 
here has been started by All-Steel- 
Equip Co., manufacturer of ‘Froz-n- 
Food” lockers for refrigerated locker 
plants. Larger shipping facilities 
also will be provided. 

New offices, to be located on the 
second floor of the addition, will be 
windowless and air conditioned. 


ACME 
“JUNIOR” 
SHELL and TUBE 
CONDENSERS 


ond | 


A cleanable condenser 
for the price of a 


shell and coil unit 


ACME INDUSTRIES 
JACKSON MICHIGAN 
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Charles E. Wilson Urges 
Mechanization of 


U. S. Army 


ALBANY, N. Y.—America should 
have the best mechanized army of 
any nation on earth, in face of the 
threat raised to democracies by the 
European conflict, Charles E. Wilson, 
president of General Electric Co., 
told nearly 400 business men attend- 
ing a luncheon of the _ industrial 
committee of the Albany chamber 
of commerce May 15. 


Also addressing the meeting, 
Philip D. Reed, General Electric 
board chairman, appealed for better 
interpretation of American business 
aims and methods to the public. 

Declaring that democracy is “the 
only method which preserves free 


enterprise” and that its continuance 


depends on the extend of public 
knowledge, Mr. Reed urged business 
men to “become informed of what 
is going on about you.” 

Asserting the trend of world 
events has “changed our opinions 
rapidly in the last few weeks,” Mr. 
Wilson predicted President Roose- 
velt’s demand for a_ billion-dollar 
defense fund would be approved. 

“TI think American business men 
and the public as a whole,” he 
declared, “is for seeing to it that 
if it should come to be that blood 
is to be shed for our country, we 
are going to be as well off as the 
richest nation in the world should be, 
in the mechanization of our army 
and in other ways.” 

Mr. Wilson declared that political 
partisanship should be curbed and 
every effort made to provide national 
unity. He urged corporations to 
become “good corporate citizens’ in 
every community where they are 
involved, “having a fine relationship 
with employes, paying the highest 
community rates, safeguarding stock- 
holders, and earning the favor of 
the public.” 


One Weathennns Does 
Something About It 


JACKSONVILLE, Fla.—Local gov- 
ernment weathermen have done 
something about the weather—at 
least that in their station atop the 
Federal court house and post office 
building. Signalling the official 
start of the summer season, they’ve 
installed air conditioning equipment 
in their working quarters. 


ana! eae a me Soe ¥ 


‘Bargain Package’ Threat 
To N. Y. ‘Triple 5° Drive 


(Concluded from Page 1, Column 2) 
appear over the signatures of stores 
actively engaged in the selling 
program. 

Considerable question still exists 
as to how many department and 
furniture stores will participate in 
the drive, inasmuch as several major 
executives of such stores have 
roundly criticized the five-year pay- 
ment plan. 

One “fly in the ointment” which 
may act as a possible deterrent to 
refrigerator sales during the “Triple 
Five” drive is the fact that the utility 
is continuing its “Bargain Package” 
promotion — featuring a vacuum 
cleaner, lamp, and iron combination 
—for another month. 


Chattanooga Dealers Sell 
818 Units In April 


(Concluded from Page 1, Column 3) 
the month’s 1939 total. 

Total appliance sales by dealers 
since August, 1939, when the city 
and TVA took over the properties 
of Tennessee Electric Power Co., 
now stand at $1,339,493. Refriger- 
ator sales for that period were 2,473. 

Appliance sales total for April, 
1940 with average sales prices were: 


Average 

Units Sales Price 

TRSIPIGOTALOPS. iss c ic scseess 818 $116.75 
Pe ee 308 126.81 
Water Heaters ........... 145 76.82 
Air Conditioning Units... 19 166.73 
Table Cooking Appliances. 262 4.71 


Crosley 1941 Radios 
Carry Prices From 
$7.95 To $149.95 


CINCINNATI—Crosley’s 1941 line 
of radios, radio-phonograph combina- 
tions, and home recorder models, 
and the promotion and advertising 
program planned for them, were 
previewed by 300 distributors and 
their field men during a two-day 
convention last week in the Gibson 
hotel. 

Carrying prices ranging from $7.95 
to $149.95, the 1941 line includes 
table models, consoles, radio-phono- 
graph combinations with and with- 
out automatic record players, home 
recording devices, frequency modula- 
tion sets, portables, and auto radios. 

Increased advertising schedules in 
newspapers, general magazines, and 
trade papers were announced. 

Advertising on the radio line will 
be keyed to a theme expressing 
their performance. The new models 
have been designated as “Glamor- 
Tone” units. 

Changes are being made in Cros- 
ley’s exhibit at the World’s Fair, 
distributors were told, to permit 
display of the new radio line and 
demonstrations of the new ‘“Record- 
ola.” These records will be given 
Fair visitors as souvenirs. 

Although emphasis was on the 
new radio line, other Crosley prod- 
ucts, including refrigerators, ranges, 
laundry equipment, and beverage 
coolers, also were presented. 

Speakers included Powel Crosley, 


Jr., president; Lewis M. Crosley, 
executive vice president; Raymond 
C. Cosgrove, vice president and gen. 
eral manager, manufacturing divi- 
sion; Thomas W. Berger, genera] 
sales manager; Neil Bauer, manager 
distributor sales; William T. Wal. 
lace, manager, radio division; George 
T. Stevens, manager, refrigeration 
division; R. J. O’Connor, manager, 
range-washer division; William M., 
Shipley, manager, major account 
sales; E. Reinbold, manager, bottle 
beverage cooler division; and Duncan 
J. Morgan, manager, market analysis, 

Advertising program was pre- 
sented by L. Martin Krautter, man- 
ager of advertising and sales promo- 
tion, who introduced Roy S. Durstine, 
of Roy S. Durstine, Inc., advertising 
agency, and H. G. Little, Cincinnati 
manager of the agency. 


Pemco Export Head Predicts 
South American Trade Boom 


BALTIMORE—Albert Kellner, ex- 
port manager of Porcelain Enamel 
& Mfg. Co., has returned to the 
home office of Pemco after an 
extended business trip to South 
America. 

It is his belief that South America 
is on the threshold of the most 
wonderful development in its history. 
“Industrially,” he said, “South Amer- 
ica will forge ahead rapidly.” 

Mr. Kellner has been export man- 
ager for Pemco ever since he entered 
the porcelain enamel industry 13 
years ago. Prior to that time, he 
represented accounting machine com- 
panies in the Antilles, and acted as 
linguist in Porto Rico, Cuba, and 
Central America. 


°//Needless to say. 


(fp) VALVES 


are Used on This 
New Equipment’’ 


Engineers everywhere, responsible for 
the success of new developments in 
Refrigeration, wisely choose A-P Valves 
as their best assurance of satisfaction. 


A-P Dependability in Refrigerant Con- 
trol is well known to Refrigeration Experts, 
Service Men and Jobbers. . . . Known for 
the kind of efficiency, accuracy and 
service-free operation that helps keep 
YOUR customers SATISFIED—helps build 
your business to higher Profits! 


Welcome News to 
Liquor Dealers ... 
is this new Remcor 
Self-contained Cool- 
ing Unit for Liquor 
Storage . . . Con- 
trolled by A-P 
Valves. Replaces 
bulky suspended 
type blower units. 


Capacity: 


straight line 


@ Progressive Service Men use and recom- 
mend—and Aggressive Jobbers stock and 


talk—A-P Products. 


{py Model 205 


Thermostatic Expansion Valve 


Commercial . . . 1 Ton Freon 
Air Conditioning . . . 2 Tons Freon. 


Full liquid charged power element 
permits installation in any position 
or ambient temperature. Maintains 
Superheat over wide line 


AUTOMATIC PRODUCTS COMPANY 


THIRTY — SECOND 


temperature range. 


Refrigeration 


Milwaukee, Wisconein 


Gentlemen: 


for liquor store use, 


AGWei1:™M 


Delight of the Liquor con- 
noisseur, this modern store 
of Saltzman’s Wine and 
Liquors, Chicago, is one of 
the first to profit by the 
new Cooling Unit. De- 
signed, built and instalied 
by Refrigeration Mainte- 
mance Corporation, Chi- 
cago. 


2450 NORTH 
MILWAUKEE 
Export De 


Refrigeration Maint 


321-327 EAST GRAND A' 


Automatic Products Company 


Automatic Products valves have been used by us since you firet 
etarted making them, They have been used on a wide variety of 
applications from sharp freezing to air conditioning equipment 
with wide ranges of temperature, 


A new application for them is shown in our Remcor Cooling Unit 
This does away with the necessity of 
taking up much needed space within the cooler for suspended 
type evaporators, In addition it provides easy portability, 
low temperatures and a perfectly balanced system, 


Needlese to say, A. P. valves are used on this equipment as we 
have found them to be highly eatiefactory in all respecte, 


New Water Regulating Valve 
Regulates flow of water to water- 
cooled Condensers and Compressors. 
New Long Stroke gives extremely 
close, uniform control. Positively 
eliminates chatter and water hammer. 
Easily cleaned from bottom—on the 


nance Corporation. 


alntenance of All Types 
Air Conditioning 
HICAGO, ILLINOIS 


May 4, 1940 


Very truly yours, 
REFRIGERATION MAINTENANCE CORPORATION 


R STEAMFITTERS ASSOCIATION 


Liquor Stores now 
save valuable stor- 
age space — with 
this new A-P Con- 
trolled Cooling Unit. 
Provides easy port- 
ability, effective low 
temperatures, and 4 
perfectly balanced 
system. 


STREET 
wisconsin 


partment 100 Varick Street, New York City < 
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